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Sold Exclusively Through Selected Wholesalers 


APPLETON ELECTRIC COMPANY 


1734 Wellington Avenue + Chicago 13, Illinois 
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ECONOMY FUSE & MFG. CO., 2717 Greenview Ave., Chicago 14, Ill. 
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The THOMAS & BETTS CO. 


xter, Mr. and Mrs Mario Di Sandro dining in Florenc incorporated 


It's Really a Small World 
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MAKE INSTALLATION JOBS + 
EASIER, MORE CONVENIENT... 


© 2020 connectors 
have all these cont-sautap 


Only one screw 
tighten ... captive so 
can t come out 


No lock-nut needed 
grooves hold connector 
V2" knock-out 

Smooth, firm grip on all 
cable sheaths 


Takes 2- or 3-wire non- 
sheathed metallic cable in 
sizes from 14-2 to 10-3 


Easily installs from out- 


47 side or inside box 


CUT a i a a 





INSTALLATION IS SIMPLE AS ABC 


Snap inte knock-out 
Pinch sides ond release — grooves 
hold connector in ploce 


Slide in wire one 


bien screw obie 
aviomotically is 
gripped firmly. sides 
expond to lock in 


connector 


y squeeze 
. he ld 
either inside or outside the junction 
ally ge od for w ym ld buildings wher lama re she athe d « 
to walls and floors can be avoided by w cking § rom literature. 
inside the box 


€ 


LOOK FOR THIS SIGN — BEX T4SCTSi 72-8 it’s THE MARK OF AN AUTHORIZED ¥ a B DISTRIBUTOR 
The complete ne of T & B fittings for nduct 
recognized electrical wholesalers 


savings of a friendly to ‘ e 


THE THOMAS & BETTS co. 


INCORPORATED 
20 Butler Street * Elizabeth 1, New Jersey 
Thomas & Betts Ltd., Montreol, P.O., Conode 
MANUFACTURERS OF FINE ELECTRICAL FITTINGS SINCE 1898 
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COMPARE THESE onidwes} 
_—-COCKNOT FEATURES... 


These “Sure Bond” Locknuts are specifically designed to do a 


better job. Compare these features against those of other types 
of locknuts. All Midwest fittings, 2’° and small come equipped 
pp 


with “Sure Bond” locknuts 


® Here is another Midwest development in providing quality 
fittings. “Quality” is just a condensed way of saying: “Getting the 
total job done—right—with the most inexpensive combination of 
material and man hours.” Engineering and producing quality fit 
tings to meet the highest standards of electrical wiring installations 


s our objective at Midwest 


A uadaveeétsesss @ Et WIRING PRODUCTS 
1639 W [ T TREET 


C 





NEW PRODUCTS 





Volt-Ammeters 
Pyramid 
brook, N. Y. 


With the additi 


Instrument 


S Around 


Coil Wrapper 
Minnesota Mining and 
ing Co., St. Paul, Minn. 


Pp 





Revolving Light 


Irippe Mfg. Co., Chic: 


Kk I Hi-B 
y 
Wall Panel 
Edwin L. Wiegand Vo.. 
8, Pa. 
W 
j 
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Switches 
Murray Manufacturing Corp.., 
Brooklyn, N. Y. 
Two new mp., T 
Corp., Lyn- mae ; u 
SI i 
wid ‘ I 
el The 
ened to we 
st. This too! 








Manufactur- 














S 
Wall Thermostat 
Ww esix I lec trix Heater C'o.. San 
Francisco, Calif. 
| 
ago, Hl. 
DBL-DP 
| 
{ 
\ 


Incandescent Lamp 
vw estinghouse Flectric ( orp 
Bloomfield, N. J. 


Pink 


Pittsburgh 
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Control Switch 
Tork Clock Co., Inc., Mt. Vernon 
N.Y. 
{) t 1) 1) 
| 


Cable Staple 


LE. H. Titchener & Co., Binghamt 
‘. Y 
Knife 

Mathias Klein & § Chicago 4§ 
ill 





Pole Base 
Electrical 
Ave 


Products 
Newark, N. J 


Hope 
Wilson 





Murray expands Type ‘'G’’ Line 
with two new side-operated, 
fusible 30 Amp Switches. 


T 





THE 30 AMP “SMALL ‘ s” x 634”. Compact and with 
knife blade constructior r best ng of the smailer 
T G switches availat ay r r pring, moderr ver design 

t j-on Melamine 


‘Quality doesn't cost it pays!” 


Safety Switches * Service Entrance - 
Fuse Panels * Meter Mountings * Load Centers 
Magnetic-Hydraulic Circuit Breakers 

N CANADA MURRAY ELEC MFG aP ANADA) LTD. TORONT NTARIO 


THE 30 AMP “PONY’ SWITCH— 


“ with 


ay Daked 
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Rectifier 
Automatic Mfg. Corp., sub. General 
Instrument Corp., Elizabeth, N. J. 


‘ 


Molding Kit 


Industriline, Inc., Cincinnati, Ohio 


Switches 
Ihe Arrow-Hart A H 


c Co Hartford, Conn 
Mercury Lamps tri irtfor 


General Electric Co., Cleveland 12. 
Ohio 





Industrial Fixture 
Ihe Miller Co., Meriden, Conn 


Heat Fan 
Thermador Electrical Mig 
Angeles 22 Calit 


Board Lighting 

The Midwest Lighting Products Co 
P. O. Box 536, Cleveland 7. Ohio 
LD I 


Fixtures 
Progress Manutacturing 
Philadelphia, Pa 


Enclosures 
Hoffman Engineering Corp., Anoka 
Minn 





Fitter and Box 
Fluorescent Floodlight Steber Manufacturing Co 
Philadelphia Electrical & Mig 0 view, Il 
Philadelphia 21, Pa 
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electrical ™ 


_ times more ozone- 
_ resistance in the new 


te 


~ U.S.Royal Master High- 
Voltage Power Cable 


—_— 


———t 


Amazingly better than ANY of the 5 leading brands tested! 
Test A—Here, a sample of 5 KV unshielded U.S. Royal Master 
Power Cable was bent into a U-sh 

overall diameter. Placed upright on a gr 

conductor-to-plate potential of 40,000 \ 

Because of this high test potential, the air broke down — and 
ozone cracks appeared. All 5 competitive cables failed within 
20 minutes to 35 hours. The U. S. Cable was still going 
strong after 3400 hours! That’s rea 


Test B—A sample of the new U.S 
neoprene jacket was stretched 200 
clamped in a metal rack, and put in ar 
where the ozone concentrati 

30°% volume. Five other competitiy ts taken from 
leading brands were likewise placed in the chamber. Within 2 
and a half hours, all jackets had failed -EXCEPT “U.S 
Chis jacket sample did not fail until after 18 hours’ exposure! 


ts about the 


ted States Rubb 


Electrical Wire and Cable Department 


United States Rubber 
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Dust Collector 
Suttle Equipment Co., Chicago 3, ey fhe a. ve rs nae ap = Board L 
eheat fluorescen allations rd Lamps 


Faries lamp div., General Lamps 


Il. 
3 , a Met? f, ae ell ‘ Mifg. Corp., Elwood, Ind 


Flood Lamp 
General Electric Co.. Nela Park, 
Cleveland 12, Ohio 
| 
PAR-¢ 


Wire 
Anaconda Wire & Cable Cx 
Broadway, New York 4, N. ¥ 


Trouble Lamp 
Rodale Manufacturing Co., Ine., 


Emmaus, Pa, 


Ss 


Panelboard 
Square D Co., Detroit, Mich. 


Cutter 
Stanley Tools div., The Stanley 
Works, New Britain, Conn. 


ty 


Portable Light : 
Burton Manufacturing Co., Los An-_ ! i / Terminals 
Circle F Manufacturing ¢ 


geles 64, Calif. 
| I U l X Hel ton, \“. J 


Fluorescent Fixtures 
The Miller Co., Meriden, Conn 


Box Support 


Starters 
Blackhawk Industric Dubuque, la 


Syvivania Electric Products Ine.. 
New York 19, N. Y. 
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Rome's new nonreturnoble reel con be distinguished 


from regular returnable reels by its unpainted 
wood and the imprint “NONRETURNABLE 
Sizes 24", 27” and 30” 


; 


A new customer service... 


NONRI 


i 


Vonreturnable «throw-away” cable shipping reels 


CTURNABI 


I 


It Costs Less to Buy the Best 


Reowmwre 


oe ee ee ee | 
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TOP OF THE NEWS ... . and its significance to you 


More about copper 


New nationwide 
distributor set-up 


Why color TV is late 


Hope to reverse a 
downward trend 


Steel production high, 
demand up 


Why a cup of coffee 
costs a dime 


New record for electrical 
construction work 


Volume discount combats 
truck competition 
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” ; > aes 
=” DECORATIVE LIGHTING 


* * 


UNION | 
PIN - TYPE 


To get the quality and 


dependability you expect, 
remember to specify Union. 





Union Sockets and Stream- 
ers are available at qualified 
wholesalers from coast to 


| 
' 


coast. Our long experience 
and rigid manufacturing 
controls are your assurance 
of completely satisfactory 
installations. 





STREAMERS 
‘1O-LITE STAR 


. | “ vy, 


nto NO STRIPPING 
NO SOLDERING 
NO TAPING 
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POE Slt TRADE WIND 


WHEN YOU SELL KITCHEN VENTILATION 


BECAUSE THEY OUT-PERFORM! 


~ 


os au 
CFO, L" 
Fan 


Propeller 


MORE WET PROFIT FOR YOU! 


HERE’S HOW TRADE-WIND OUT-PERFORMS 


In ide nti il il ill it Ir le \ in ! 
Model 1501 1) CFM) and a propeller type fan 
500 CFM) are discharged thi h 6 feet of duct 


Trade Wind delivers 2990 ( PM at the r 
. Srutte~ Viel Db WOU 1), fue. 
55 PARAMOUNT BLVD DEPT. EW RIVERA ALIS 
PUSH TRADE-WIND FOR PROFIT— THEY OUT-PERFORM...OUT-LAST...AND GIVE COMPLETE SATISFACTION 
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The amplex 
osisvross franchise means 


AGREE— 


R-57 Hi-Bay Direct 

Amplex reflector lamps are the 
only complete line with sealed- 
beam reflectors of pure silver. 
Never need cleaning, guaranteed 
brilliance for life of lamp. 


S:vivelite No. C12SH 

Complete, yet simplified Swiv- 
elite line. The “‘Adapt-A-Unit’’ 
construction requires only a mini- 
mum inventory of basic units 


ABOVE ARE SHOWN JUST TWO OF THE AMPLEX BEST-SELLING LINE 


A REALLY COMPLETE LINE! AAI 


yeu 


BIGGER PROFIT MARGIN! 


BETTER DISCOUNTS! 


~ 
BACKED BY AGGRESSIVE PROMOTION! 


check and handle. A 


rai service lame 


amplex corporation, Dept. EW 
111 Water St., Brooklyn 1, N.Y 
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ONE SWITCH BOX FOR EVERY TYPE OF WALL 


NEW VERSATILE RACO #491 BOX 


FOR DRY WALLS! FOR PLASTER WALLS! 


(1) PLACE ON STUD 
(2) LINE UP MARKS 


oe (3) NAIL IT DOWN 


INSTALLED TRUE 
AND SQUARE. .IN 
A FEW SECONDS 


Line-up with 
stud face | 
for wall 
thickness | 


Two Nails Will Hold! 


Five Nails For Most 
Rigid Mounting! 


WRITE FOR FURTHER INFORMATION 


“A RACO BOX FOR EVERY NEED” 


[I 
ALL-STEEL EQUIPMENT INC, #1»: 





new! always RIGHT FOR 


ANY BI-METAL OR Al TO Al 
CONNECTION 


PARALLEL GROOVE CLAMPS 
a 


The weatherproof NICAD coating (over 
a hi-strength aluminum body) keeps any 
bi-metal connection troublefree, come 
what may: Heat, cold, salt, alkali, you 
name it! 


They eliminate trouble caused by . . . 
(1) Oxidation of Cu against Al; (2) Un- 
equal expansion or contraction of lines 
and clamps during severe temperature 
changes. Contacts stay tight—no arcs. 


NO SEPARATE INSERTS TO CATCH 
MOISTURE AND CAUSE CORROSION! 
NO SOLDERED JOINTS! 


Permanent Low-Resistance Connections 





You stock one type clamp (2 sizes) 
instead of 3 or 4 types. Non-coated 
aluminum clamps also available. 


gon Fe Bis ox 
= = 


; fr “) 
ST. LOUIS 6. Mo. , central 1-8100 aS A. WEAVER 


rg et id (L077 4/ 


f 
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[HE GREATEST NAME IW ELECTRICAL WIRE AND CABLE 























Extraordinary 


\ 


} 


features 
‘atl, 


+} 


In fact, 


GENERAL CABLE 


CORPORATION 


GENERAL CABLE CORPORATION 


BARE. WEATHERP 
CABLES FOR 
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PROOF OF LONG LIFE 
oF CLARK TYPE “CY” STARTERS 


[These unretouched photos show magnet parts of a CLARK Bulletin 
07 Contactor—the contactor used on standard CLARK Bulletin 6013, 
[ype “CY” AC motor starters—as they looked before and 

early 3 years of continuous service. During this time the 
ontactor opened and closed 4 to 5 times per minute, 24 hours per 


day, 7 days per week—a total well over 5 million operations. 


The contactor was in service at Taylor Instrument Companies, 
Rochester, N. Y., on a “Hevi-duty”’ molten salt pot electric furnace 
used for instrument calibration. It was installed after several con- 
tactors of another make had failed in 4 months or less. Our contactor 
was still performing perfectly when it was replaced by another 
identical unit, so that we could study the magnet wear. 


All wearing surfaces were carefully “‘miked’’ and each dimension 
compared with the original. As seen in the “before and after’ photos, 
wear was barely apparent to the naked eye. Micrometer readings 
showed actual wear measurable only in thousandths and ten thou- 
sandths of an inch. Only a fraction of the usable life had been consumed. CLARK Type “CY” Starters include 


many more features for dependable 


Write for descriptive literature. 


all 
The (LARK (Ee) CONTROLLER Compan 


Engineered Electrical Control ! 1 1146 East 152nd Street . ” Cleveland 10, Ohio 


rvice and reduced maintenance. 


Let us tell you the complete story. 


IN CANADA: CANADIAN CONTROLLERS, LIMITED MAIN OFFICES AND PLANT, TORONTO 
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MOE xe 


iS EXPANDING... 


TO SERVE YOU BETTER! 
TO MEET THE EVER INCREASING DEMAND! 


THOMAS INDUSTRIES 


MOE ie 
TAR te 








NEW LOS ANGELES FACTORY... 


This modern, new plant and showroom located at Los Angeles, ¢ 
represents a pledge to all Moe Light and Star Light distributors—no 
matter how fast the demand for Moe Light and Star Light fixtures con- 
tinues to increase, production will keep pace with demand .. . quality will 
be maintained, for it is quality that has helped make Moe Light the | 
home-lighting manufacture1 ‘ ern Moe Light, be 


new facilities, will speed-up . vice to ll their We 


THOMAS INDUSTRIES INC. @MOEZGe 


GENERAL OFFICES: 410 S. Third St 
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Mode! 4300-P8 


Specify the —Zezco“e- No. 71 
WHERE SPACE IS LIMITED 


RUGGED THROUGHOUT 
It’s only '%" thick MSGILL’ industrial lampholders 
Here’s just the switch you néed tor your streamlined are built to outlast all others 


lighting canopies and fixtures, and FHP motor housings 

where sw ce is limi , 15/32” thi - 

vhere switch space is limited. Only 15/32" thick, Levo From the mechanism through to the outer shell, McGill 

lier No. 71 fits in the smallest spaces. It carries Under Lampholders are built heavier to last longer and cut re 

writers’ “T” rating on the famous Levolier mechanism placement costs. They have a screw shell .006” heavier 

. 5 xrOV » dable -voller 

that assures dependable, trouble-free switch per than standard, 2 proven deper able ue volier switch 
: . mecnanism, and an extra avy, impact-re 

formance. Furnished with durable molded phe ' i 

sisting molded phenolic shell Models are 


nolic case, patented lever control, pull chain only available with single and two-circuit mech 
anism, pull-chain, plain-lever and push-but 


and 6” wire leads : » 
Mae | La ton control, with or without shade threads 


makes 


wotter | 
HEAVY DUTY “ere a pe ek | AS 


PORTABLE LIGHTING SSA ee 


650-SR 


Extra heavy cages 
with NO-ROL feature 
Molded Rubber Handles 


tubber Handle Lamp Guards y in 3-amp switches 
duty, highly versatile and ; 

t ma times longer than ordi 

rtables in all industrial uses Especially durable yet inexpensive, the Levolier No 
The cage is built of extra-heavy steel 21 switch is the quality 3 Amp “T” 125 volt switch on 
wires, electrically spot welded and ‘ 
; : the market today. It features pull-chain control and 
heavily zinc-plated. It has a bright i : 
dueamiams Haba pen or closed end 6” wire leads permanently fastened to terminals by 
Model 7100-SR fastens cage to handle pressure connections. The molded phenolic case meas- 
with a clamping arrangement that ures 1” x 114". Will accommodate mounting thick 
" mm chy " Z , < - ” . . 

kes Lamy anging fast and easy ness up to 5/16”. A desirable switch to put depend 

without tools. Available with or with 
mut Levolier switct Completely Un 


lerwriters’ approved 


ability into lower amperage current control 


U CAN DEPEND ON Available through leading Electrical Wholesalers 


MSGILL 


(>= 
pnnwesary McGILL MANUFACTURING COMPANY, INC. 
Q U A a 250 N. Campbell St., Valparaiso, Indiana 


F 


4 
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NIE) ! 


GALVANIZED STEEL 


LIQUID TIGHT 
FLEXIBLE 
ELECTRICAL CONDUIT 


protects electrical wiring 
reduces maintenance 
insures against costly shut-downs 


Manufacturers of Stee! Electrical Conduit Since 1912 
FLEX-SEAL is ideo! for use in chemical plants, food processing plants ” oo” 
| SC 


laundries, machine shops, and every industria! location where Ye so” 
we 


moisture, oils, coolants, chemicals, and corrosive fumes attack 
ordinary condvit and create hazardous wiring conditions. It can be 


used indoors ond ovtdoors. FLEX-SEAL bends to smo!! diameters 


facilitates work in tight spoces. Sizes %"' to 2 Connections made ’ 
with standard fitt ngs _ 


J.i. C. Approved 


WRITE FOR BROCHURE & SAMPLE 


METAL HOSE DIVISION 


COLUMBIA CABLE & ELECTRIC CORP. 
ng the Electrical Wholesaler Since 1912 
255 Chestnut Street Brooklyn 8, New York 
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New SILENT Mercury Switch 


with lighted handle as added feature . . 
has extra long lite 


Turns lights ON and OFF without making 
any sound at all. When light is OFF, a tiny 
neon lamp inside the handle goes on 
makes this G-E Silent Mercury Switch easy 
to locate at night. Will give years of service 
under normal usage. Cost of operation varies 
with electrical rates but, on an average, is 
less than lc a year. 

As in all G-E Mercury Switches, a quiet 
pool of mercury makes or breaks the circuit 
[here is no mechanical action to we 
Fewer parts to wear mean long 
Life tests on these switches hav 
cycles with«e 

Ideal f installation at home 
in hallways, bedrooms, bathroom 
rooms, hotel rooms, and motel 
tions where a soft light will hel; 


switch in the dark. 


PRESSURE-LOCK Terminals 


G-E offers a complete line of 
wiring devices with this feature 


In outlets, switches, and lampholders, Gen- 
eral Electric offers the most complete line of 
devices with ire-lock terminals. This is 


the new wiring method, developed by G.E., 


that elin t binding screws, provides a 


device installa- 


20° better contact, simplifies 
tion, and makes pressure connection for 
long, dependabl rvice. Pressure-lock ter- 
minals have prov 1 i able that General 
Electric ha ded tl new feature to a 
wide range 

Pressure-lock termin nake wiring easy, 
whether o. I ». 12, or No. 14 
Awg. wire St str ff che in ition, push 
wire into the terminal openings, and the 
G-E pressure-lock termina grips the wire for 
a firm, dependabl nnection. Wires can be 
removed easily from terminals simply by 


is “nf ! 
inserting a rewdriver into release slots. 
5 
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et 


Keyless 
Lampholder 


Lampholder 


Ww /Outiet 


October 


New SURFACE WIRING Devices 


with Pressure-Lock terminals cut costs 


The G-E line of Surface-Mounted Devices with 


Pressure-Lock Terminals is designed for low-cost 


wiring case. Devices are totally enclosed eo « « fO 


exposed current-carrying parts, and no parts to dis- 
assemble. Pressure-Lock terminals give firm, posi- 
tive electrical and mechanical connection. 

To wire, simply strip non-metallic cable to gage 


Insert screw driver in slot 


at desired end of device and remove plastic pryout. 


on back of each device. 


Insert stripped cable in opening, push cable until 
locked in place by pressure-lock terminals... pull 
cables to make sure of firm seating 


cable within 6 inches of device, 


Staple each 


fasten device to 


surface with wood screws provided. 


\ Sup” 
wert’ 
on § 


« Electr “eo 
ally pe 


wei ractors apprec iat 


mprovements that build demand 


es like the new Lighted Hand 


ir Silent Mercury Switch, an 


| " 
terminals on compicet lis 


ng the new Surf 


You can depend on General Electric — 


for the newest developments in wiring 


devices, for quality products, and a breadth 
of line that thing needed 
handle wiring jobs ommercial or indust 
rial, residential or ri hort, you can 


depend on G.E. for m every time! 


See the complete line of G-E Wiring 


Devices at your distributor constantly 


expanding, and every new t or prod 


make your 


wiring job casicr, to increas our pron on 


uct improvement 1s ce sige 


every job, and add to your prestige as an 
Wiring Device Dept 
> 


Providence 7, R. lL. 


electrical contractor 


General Electric Co., 


Just off the press! New 

I tr Wiring 

ompletely re d, simplihed 
up-to-dat Contains al 
t i the complete 


vices. I 


Ser 


Progress /s Our Most /mportant Product 


GENERAL @@ ELECTRIC 
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new 


longer rodius for easier 
wee handling less wire 


asulotion stram 


greater hood overhong 
for moszimum protec 
tion from elements 


lo 
T 


avick clamp 
connection to one prece—no ports 
condvit and to lose 

EmT 


PATENT PENDING 


help your customers save money with 


Show them the new down-to-earth way of saving time and trouble 
in service entrance installations. Efcor’s new “Swing Top” entrance 
cap has no loose parts, no hood to remove just loosen one screw and 
swing the hood open. The patented one-piece, hinged construction 
holds the hood aside while cables are drawn through the head! Pre- 
viously, it has been necessary to loosen several screws, remove the 
cover, put it in the pocket or on the ladder .. . where it might fall to the 
ground. Now...with “Swing Top”... the entire installation takes just 
a third of the time! Also demonstrate how the rugged clamp permits 
quick assembly directly against the wall. No offsetting or threading 
of conduit is required accommodates EMT, as well. Swing Top’s 
longer radius makes wire handling easier too. Make the swing through 
profitable sales. 


your area with “Swing Top” now for new 


Write for free sample or see your Efcor Representative 


electrical fittings corporation 


37-50 57th STREET WOODSIDE 77, NEW YORK 
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FOR LOW COST PERMANENT JOBS USE 


CRESCENT 


Also listed by Underwriters’ Laboratories as 
Type NMC—Non-Metallic Sheathed Cable 








CRESCENT.. ry 


= — A 
@ 


\ 


—$—<—— 


Type UF Cable is easily and quickly installed underground, laid 
in trenches at least two feet deep without additional protection 


It is recognized in single-conductor construction, sizes =14 to 
=4 A.W.G. inclusive and in two-conductor and three-conductor 
flat construction, in sizes =14, 12 and 10 AW.G. CRESCENT 
SYNTHOL TW thermoplastic compounds are used in insulation 
and jackets of these cables. It is available from stock at your elec 
trical distributor. 


1N3DS434) 2/21 


Multiple Conductor Type UF Cables are also listed as Type 
NMC Non-Metallic Sheathed Cable and may be used for both 
exposed and concealed work in dry, moist, damp or corrosive loca 
tions and in masonry block walls. 


Type NMC cable is particularly recommended for use in anima! 
barns where it is exposed to extreme moisture and corrosive atmos 
pheric conditions. 


“30 addi ~ 





es QFE ¥ 





“CRESCENT TYPE UF 6 UNDERGROUND FEEDER CABLE 


P 


Type UF Single and Multi-conductor Cable is designed to be used under 
ground, including direct burial, on feeders or branch circuits, when provided 
with over-current protection not in excess of the rated capacity of the individual 


CRESCENT (:::. 
WIRE & CABLE 


CRESCENT INSULATED WIRE & CABLE CO. 
TRENTON, N. J. 


IN39S8S3H8)9 ZZ 


ad Le aemaed 


- JN dadAL ~ 





Z/2l 
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COMPARE! LEw:-o-LocKk DEVICES FOR 


QUALITY 


For uninterrupted power flow, LEV-O-LOCK devices are 
unexcelled. They incorporate every up-to-date advantage in 
engineering design made available by Leviton’s half-century 
experience as leader in the wiring device field. Leviton 


PUSH—\URA_AND IT’S LEV-0-LOCKED 


at 


makes sure every part is made and quality-controlled within 
the plant. Most rigid tests and standards have to be met. 
Listed by UL and CSA 


compare | Lew-o-2ocm DEVICES FOR 


PERFORMANCE 


Outperforms all others on basis of actual laboratory tests. 
Sturdy phenolic stands up even in roughest applications. 
Receptacles feature double wiping contacts, made of heavy, 
wear-resistant phosphor bronze. Wiring is faster, simpler — 
extra large binding screws make it so! It’s easy to 

change over to LEV-O-LOCK devices, They’re interchangeable 
with other standard locking-types. 


Receptacle on Plate 


COMPARE Lew:-o-LocK DEVICES FOR 


PRICE 


Leviton buys huge quantities of the best in raw materials — 


then mass produces every component part of every product to 
precise Leviton standards . whether it’s small screws 
or metal plates. The result? LEV-O-LOCK is a truly precise, 


superior product — at a trim price that defies competition! 


nore when the best costs less? 


your best jobs are done with. 


Send for literature: Cord Connector 
LEVITON MANUFACTURING COMPANY + BROOKLYN 22, N. Y. 
Chicago, Los Angeles * Leviton (Canada) Limited, Montreal Available in 2, 3 and 4 wire Caps, 


For your wire needs, contoct our subsidiary 


. Connectors and receptacles in 10 and 20 
AMERICAN INSULATED WIRE CORPORATION 


AMP. ratings. 


ELECTRICAL WHOLESALING—October, 1955 





Reproduction of advertisement appearing in leading electrical magazines. 


US. + 
SLci7 ls ROYAL MASTER 


PORTABLE CORDS 


TESTS PROVE IT! 


Here are some of the startling facts: Your United States Rubber Company 


26% greater oil resistance sales engineer will call on you to prove 
33% greater heat resistance CONCLUSIVELY that U.S. Laytex 
38% greater tension or breaking strength Royal Master is the finest portable cord 
50% greater resistance to cutting : 
: , ever made. Don't place any order for 

58% greater abrasion resistance < 
118% greater resistance to tearing portable cords until you get the full 
197% greater impact strength facts about U.S. Laytex Royal Master 


488% greater flexibility Get in touch with us at Rockefeller 


Than the average of other molded cords. Center, New York 20, N. ¥ 


Electrical Wire and Cable Department 
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ight the Yay to Better Sales- 


Famous 
Eliptor 
Open-Type 





Mercury or 
Incandescent 


Luminaire 





inch 
Searchlights for 
Hand or Pilot 
House Control 


Wide Selection 
of Pylton-Lites 


6011 BROADWAY 


le in Canada through Curtis Lighting, ltd. e 


THE COMPLETE LINE OF FLOODLIGHTS 
SPORTS + AIRPORT - STREET - 


REVERE ELECTRIC MANUFACTURING COMPANY 


OUTDOOR THEATRE - 


© }} 


dj 


LIGHTING 
EQUIPMENT 


and Double 
Obstruction 


High, 
Medium 
and Low Bay 
Reflectors 


Light 


Famous 
Revere 
Hinged 
Poles 
in 3 Sizes 








Hinged Poles 
With Air 


and Water 


eee 


Leaside 


CHICAGO 40, 


LUMINAIRES AND POLES FOR SERVICE STATION 
MARINE AND INDUSTRIAL LIGHTING 


ELECTRICAL WHOLESALING—October, 


Service 
Facilities 


1955 





No other 
Type G’ switch 


offers so much value 
for the money! 


* 


a Look AT THIS 
CHECK CHART 






















































































a}a|alalalalalal|a|alil 














Mail this coupon today for comple te information on Murra j T {pe ™-” 


Murray Manufacturing Corporation, Dept. EH-1B 
1250 Atlantic Avenue, Bklyn. 16, N.Y 


16 CANADA: MURRAY ELEC MFG. CORP. (Conede} LTD. TORONTO, ONTARIO 
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Yaw Complete, explosion-proof 


lighting installations for 
acetylene & hydrogen areas! 


BGs © ; ¢ 4 - # [ VD § 
CONDULETS 


be ) The first complete lighting system designed 
and UL-approved for Class 1, Groups A & B, 
as well as C & D hazardous locations. 


New lighting fixture can be re-lamped even 
in the presence of combustible gases: gas- 
tightness not required for its safe per- 
formance. 


Heavy, shock - resistant construction with- 
stands pressures from internal explosions 
without rupturing. 


Flame-tight joints prevent escape of flame to 
flammable atmosphere. 


LOWEST COST APPROVED LIGHTING SYSTEM! New 
Crouse-Hinds Type EVA Fixtures cost less to ; 
buy, install and maintain. No special installation Whether you're installing a « mplete explosion 


or maintenance operations required. No pressure prool lighting system — or merely « mnverting a few of 
switch to fail and possibly create a hazardous : : ; 
condition. You'll get sustained performance at yOu! Group C or D fixtures to the se sater Group As- 


top economy with these new lighting fixtures Crouse-Hinds prov ides greatest safety and economy. 
>) 4 nth © : om co rd ‘ re lector a 
200 W: with or without ¢ i or flectos See vour Crouse-Hinds distributor. or write us 


overall length, 13-3/16 
‘ ' wih 
UL UL ) a 


Explosion-proof Ex plosion-proof Explosion-proof Explosion-proof Explosion-proof 
Tumbler Switch Condulets Junction Condulets Sealing Condulets Flexible Couplings Condulet Unions 


<>... NET an ee 


ISTRIBUTION 
ethers SYRACUSE 1, N. Y 


. theeweh 


eiaecrmicas 
OisTRisvToRs 


CONDULETS FLOOOLIGHTS TRAFFIC SIGNALS AIRPORT LIGHTING 
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What's Happening 


Washington, D. C. in Washington 


October 3, 1955 





@ Politics and the Business Outlook 


SU manu! urers 


@ REA Keeps Priming Consumer Buying 


October, 1955—ELECTRICAL WHOLESALING 





af 


installations 


REA's advan 


if 


cr if) 
aot J Jiital A i i i biibi xe , tii 


@ Keep Your Eye on Atomic Business—\\ 


r 


‘ 


, 
New York or Chicago. 


WUSIiIs 


@ Stretching Out Housing Demand—A 


@ FTC To Be Probed 


Federal Trade Cor 
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THE INDUSTRIAL-— lighting i finest value 
A A 4, 


d. 








ALL-WHITE 
Slotted Neck 


BoLITE 


REFLECTORS 

















[he original ABoLiTE SLOT- 

TED-NECK design permits 

PROVIDE COOLER, CLEANER LIGHTING lamp heat to escape through 
ventilator slots, which results 

LONGER LAMP LIFE © REDUCED MAINTENANCE in a cooler, cleaner fixture. 
Tests prove that lamps last 

.s longer, cleaning costs are prac- 

tically eliminated, and the ori- 


/ 
| | | ginal intensity of reflection is 
at } maintained almost indefinitely. 
? ALL-WHITE ABOoLITE reflec- 


a 
4a-——o tors utilize special Titanium 


white porcelain enamel on the 
STANDARD DOME SHALLOW DOME outside as well as the inside. 
They flood more brilliant 
light, are impervious to 
weathering and chemical at- 
tack, and are smooth as glass 
which resists dust and dirt 
accumulation 
SLOTTED-NECK ALL- 
WHITE ABOLITE reflectors 
give highest illumination at 
lowest cost and at the same 
time provide a modern effi- 


cient ippearance 








TN 
it 
* 
i 


MERCURY VAPOR HIGH BAY PROTECTO SHIELD 


A OL ha = mut JONES METAL PRODUCTS co. 
ol ighting atitels WEST LAFAYETTE, OHIO 
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v\ 
———} : 
A Sangamo Time Switch with Sangamo Heavy Duty 
| The Sangamo Heovy Duty is the Automatic Carryover does not Switches can be installed q 


“no-call-back” time switch. Stands have to be reset after a power easily. Plenty of ide w 
up to rough handling ... rugged failure. It keeps running for up to space multiple knocko 


... gives unfailing on-off control. 10 hours if power fails sides, back and bottor 


Sangamo Heavy Duty Time | 








uw 


witches 


When equipped with Astronomic Omitting Device. This optional 
Dial, Sangamo switches can be feature permits establishment of 
set to turn installations on at sun- 1 to 6 day weekly operating 
rise and off at sunset automati- schedules...of special value in 
cally ...all year ‘round industrial installations 


make satisted customers.------ 


and satistied custoners neath (nore prortle for youl 








A time switch like this just naturally makes good customers 
and friends the backbone of any business. And you make 
a bigger margin of profit when you sell Sangamo Time 
Switches than you do on other makes. They're easy to sell 


the industry’s biggest advertising program has given them 





ready customer acceptance. Make sure you're well-stocked today! 


ae 


| SANGAMO ELECTRIC COMPANY 


SPRINGFIELD, ILLINOIS 
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Here's where you 
set the answers 
to conduit problems 


The Youngstown 


nd Tube Company” in one ol 
I 


phabetical or classified phone 
represent the 28 conveniently 
listrict sales offices Youngs- 
aintains across the country 
by men who under 

your problems and who are 
i to help you get the conduit 
in touch now with a 
Youngstown Buckeye 
call the Youngstown 
nearest you and they 


solve your conduit 


oa ws a — 
= wan FLASSIIER TELEPUAYE BIKA F THR) 


GREATER ST LOWS CLASSIFIED TELEPHONE DIRECTORY ——~ 





vee WASBIVETON (Livni THLEPOOAL pigtr jog) 


— 


THE YOUNGSTOWN SHEET AND TUBE COMPANY 


SHEETS STRIP PLATES STANDARD PIP! LINE PIPt OTL COUNTRY TUBULAR GOt 
MECHANIC AI rt BING COLD FINISHED BARS HOT ROLLED BAKS Wiki 
TIN PLATH PLicTROLyYTit rin PLATE BLACK PLATI RAILROAD TRAC? 
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= 
ROSIVE SOLDERING ELIMINATEDE 


in BLACKBURN’S Heavy Duty = 
Bi-Metallic Connectors = 


NAAN) 


bie 

ate 

56.4MCM 
397.5 MCM 
—250 MCM 


PRESSURE SEALED, SHRINK-FIT 


EALS OUT AIR AND MOISTURE 


Manufactured under controlled atmospheric conditions 


Eliminating corrosive solders and fluxes between copper liner 
and aluminum casting insures permanent high conductivity 


Factory applied protective coating prevents oxidation of contact 
spacer grooves during transit and storage 


Casfings are high-strength, heat-treated alloy with exception 
ally heavy cross sections 


Clamping forces are distributed over extra long surfaces 


" contour of grooves protects conductor 


pie 
4mMcmM 
397.5 MCM features rolled threads of greater strengtt 


All Aluminum hardware is alumilited to prevent seizing—bolt 


liner for Aluminum to Aluminum fo f J 
, . 


Coefficient of expansion same oa: 


HEAVY DUTY 
ALL ALUMINUM CONNECTORS C 
Also avoiloble without copper , RN 


AS” 4 


conductor. Same high stondord 


ee CONNE CT iy 
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40 YEARS OF 
KNOW - HOW 


During all these years we have been advocating higher interior distribution 
voltages and the installation of SORGEL dry-type transformers inside of 
buildings, at load centers, to provide greater efficiency and economy. 

This is now recognized as the best and most practical method of 
electrical distribution. SORGEL dry-type transformers are not just 
ordinary transformers that were converted to follow the trend 

toward air-cooled transformers. SORGEL dry-type transformers 
are designed and constructed especially for this purpose. 


Liberal design for full rated load SORGE! Easy connecting 


Long life 
Quiet operation ed to t 
Low final cost 
SORGEI 
Rugged construction : 
78 es. N iy Underwriters’ approved 
y Ke f irv-ty pe + ¢ 


Easy installation Attached ets, wit t lerwrite Labor 


Trouble-free, and years of continuous hard service 
Safe, low operating temperature 


Complete Line Stock carried by jobbers 


« Kve to 2500 Kva single phase in the following cities: 
Kve to 3000 Kva j-phase 2-phase 
and phose changing 
All standard voltoges, such as 120, 208 
240 480 600 2400 4160 4800 
7200, 13,200, and up to 15,000 voits 


ond any intermediot« or special tow 


voltage Diy Type. \ L te vill 4 Ot - + , lowe 
Also Special Transformers NSFORM FI ‘ sage ple a Bn 
end Saturable Reactors or write to the factory 








SORGEL ELECTRIC CO., 832 West National Ave., Milwaukee 4, Wisconsin 
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a “natural” for your Christmas Gift trade! 


* pocket size, 442" closed, 2 ozs. weight 
* heavy-gauge stainless steel 
* inside and outside caliper, 

calibrated in 32nds 
* precision-etched direct reading scaies 
* pipe size to i. d. conversion table 
* genuine leather sheath 


Frankly, we never intended to get intc 
the WIRE-MIKE business. Our engineers 
designed WIRE-MIKE as a labor of love 
because they felt such a tool was long 
overdue. We made several hundred 

for our friends, and thought we had 
heard the last of it 


Not so. Before you could say 
WIRE-MIKE”’, we were snowed under 
with demands for this handy too! 

So, although it’s a little out of our 
usual line, we decided to put WIRE-MIKE 


take oo into production at a nominal price 
= oe A few improvements have made 
guesswork ‘- ® : Be WIRE-MIKE better than ever—and now 


everyone can have this famous 


out re) " precision lifetime tool for measuring 


ss ’ 3 fe, conductor (stranded, solid or ACSR 
wiring ln ee conduit (rigid or thinwall) and pipe 


co 


° > ; = sizes instantly. Only $1.95 at your 
with | Burndy supplier, Senay Maraetk. ; 


. , , ; e Connect., Toronto, Canada. Factories 
W1Te mike nado: 
oo Export: Philips Export Company 
som: 
read*WIRE, PIPE 


or CONDUIT size 


at a glance 


AT YOUR USUAL DISCOUNTS 


BURN DY 


FIRST name in electrical connectors; tools; methods 
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A Statement of po ICY 


We pledge: 

to sell only to recognized electrical distributors since 
we know and appreciate the specific functions he per- 
forms in today’s economy. WE WILL NOT UNDER 
ANY CONDITIONS SELL DISTRIBUTOR ITEMS 
DIRECT TO CONSUMERS 











to offer our warehouse facilities only as a service to 
our distributors for we have no intention of competing 
with them in any way or at anytime. WE HAVE ONLY 
5 WAREHOUSES THROUGHOUT THE COUNTRY 


AND THESE ARE USED MAINLY AS REDISTRIBU- 
TION CENTERS 

to offer a discount and pricing structure that will allow 
a fair profit to the distributor as compensation for the 


valuable services he renders us 


to offer to the recognized distributor the services of a 
hard-hitting, technically wise group of salesmen (Tri- 
angle employees) who know that teamwork between 
themselves and the distributor is the key to profit 
for both 


That is our policy—and at TRIANGLE, you know— 
iT MUST BE RIGHT! 


It you would like to join the ranks of authorized Triangle Distributors who are 


benefiting trom this policy, a note on your letterhead will bring a prompt reply 


The trode Mert 
of TOP Qvolity 


TRIANGLE CONDUIT & CABLE CO., INC. 
Cc) — 


NEW BRUNSWICK, NEW JERSEY 


Manufacturers of Arteries for Electricity, Liquids and Gases. =a 
WIRE - CABLE + CONDUIT + PLASTIC PIPE - BRASS AND COPPER TUBE 
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New Tools from IDEAL 
to Make Sales for You 


RIGHT NOW! 


THE (/DFAL) FISH TAPE WINDER 


Wherever this Winder has been shown it's been an 





instant success. It makes wire pulling simpler, safer 
easier. Used with the IDEAL Fish Tape Reel and 
Puller, it is the best way yet to reduce still furthe: 
the work of fish tape pulling. Contractors and ele 
triclans want it when they see how easy it makes 


the job. 


A wheel inserted between the two sides of the Reel 
spreads the Reel housing so that the Tape can be 
reeled in or out with least possible effort. Double 
rollers hold the Winder firm! ) place as the handle 
is rotated. A real money-maker for you 





JVDEAL) WIRE GUIDES 


Show your customers how 
IDEAL Wire Guides are like 
an extra pair of hands on the 
job and you've made a sale! 
They prevent kinking of wire, 
let several conductors slide in 
to the conduit smoothly and 


Lets } 
that wo 
two m 

is a cost 
sell. Gives 


y t : 
easily prevent skinning of antage of 


ver tar . 
knuckles or wire . ape 


duit can b 
The tempered steel coil spring the IDEAI 
tape despite its tremer 


i pulls the tape and pressé 


forms a smooth bend for the 
wires to follow. May be usec 
with all sizes of boxes outlet firmly against the wall 
any position, with plaster rings on or off member 
Completely assembled and ready for use 


a SELL THIS ONE TO YOUR CUSTOMERS WHO HAVE HARD WIRE 


1. d 1," . 
‘ an ( a PULLING JOBS! OR WHO WANT TO MAKE ANY WIRE 
PULLING JOB EASIER 


Sell them in sets of four sizes or individvally! 





THE ABOVE ARE ONLY SOME OF THE. NEW ITEMS IN THE IDEAL LINE OF 
WIRING TOOLS THAT YOU CAN SELL TO MAKE MORE PROFITS. INCLUDED 
IN THE COMPLETE IDEAL WIRING TOOL LINE ARE FISH TAPE, REELS AND 
PULLERS — A WIDE VARIETY OF FISH TAPES, WITH OR WITHOUT REELS 

. FISH TAPE BALLS AND LEADERS VOLTAGE TESTERS CABLE SOLD THROUGH LEADING DISTRIBUTORS 
RIPPERS AND MANY OTHERS BEST THING TO REMEMBER IS THAT In Canada: Irv. Smith, Lid, Montreal 
WHAT YOU WANT IN WIRING TOOLS FOR YOUR CUSTOMERS, IDEAL HAS! 
YOU CAN'T GIVE YOURSELF OR YOUR CUSTOMER A BETTER DEAL THAN IDEAL INDUSTRIES, Inc. 
TO SUGGEST OR FILL AN ORDER WITH “IDEAL 1047 Pork Avenue 


SYCAMORE, ILLINOIS 
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7 ways new developments in wires 
wiring “‘modernization”’ business 


in number and still be 


Chis is a second phase of 


‘ 
‘ 
‘vv 
iv’ 
a. 


idequate wiring” that is becoming of more and more 
oncern to profit squeeze d management and a new 
source of business for wholesalers—everyv day 

Since most pla ts were built ne luding some only a 


ears old Vast i hy iT rents in Wires and powel 


he most important of these 
e taken place in the plants 


1 
the original wiring was 





trend to higher plant volt 
in cable costs and lin 
ozone, a by-product ol 
insulation and causes 
nda engines rs have s iIved 
s work in new butyl rubber 
insulated high-voltage 


] P ‘ 
Lilie eri ré issTance 0 OZone 


2. NEW CABLE Hazaros. Chemicals, moisture, oil—natural 


to most modern plan tl ugh on cable Engineers at 
inswer: Durasheath 

imsulated ( ren ch l ible for all volt 

This rugged cable resists almost every enemy of 

life. Suggest its 1 é where—aerially, in ducts 

or buried directly in the yuuind. It reduces down-time 


mamtenance and re} 


3. NEW OPERATING CONDITIONS put a new demand upon 


wiring Higher loads renerate higher heat in cable 


Assembly plant reaped high-c« 


kly 5 , » Interlocked-Armor Cable { 


ee Baas... 5 


¥ 
Oil Refinery alled Anacond ting Aerial Cable for its 
sen 4 ease of sallation hors 4 . nd structures made the 


ng cable diff ‘ r ‘ 7 sctrolysis is eliminated 





and cables build 
for distributors 








and more heat in cable installed undergro: 
moist locations is tough on cable insulati 
AHW rubber insulation. used on many Anaco 


power cables, does the best job « ver in withstai 





and moisture togethe) 


4. new equipment. The addition of process-lic 
ment, process or comfort air conditioni: 
ad Metalworking plant 
duction machines calls for more wiring t 
Anaconda Interlocked-Armor Cable car 


to 40% quic ker than many other tvpes of 


Cable | 


needs no conduit Plant Saves time and 


11 


cable is installed—and later. too. if cal 


5. MODERN BUSWAY SYSTEMS. | 
the flexibility of buswavs—with Anacor 
Powerduct* Cable. It just plugs into the 
unplugs when management wants to 
There's no costly conduit to put up o1 
cable is 100° salvageable on every move' 


G. wew Power. When additional power ji 

conda Aerial ( fable 1S today S popul ir ¢ 

espe ially where the ground is packec 

other structures or contains corrosive 

easv to install even between closeh d buildiy Steel Mill uses ¢ ff Control Cable 

where clearance is limited. It’s neat rea -—s 

than underground systems, and gi 
a NEW ELECTRIC EQUIPMENT. [he trend ' Chemical plant 

and more compl X Mac hine S puts new el ph i oem gues 
trol cable. The job cannot be left up to « 
performance is just “so-so 4 naconda’s 
experience have paid off in a new full lis 
cables—with modern types of insulatior 
to give them highest reliabilit 

This advertisement provide s onlv a fe 

how modern Anaconda wires ind ( ibl Ss Cal 
help industry in your area wir up for more e 
more efficient produc tion. For more information 
Man from Anaconda. Anaconda Wire & ( 
Broadway. New York 4. N. ) 


*. Pe af 


ANACONDA |: 





General Electric lamps 


now advertised 


MEDIC — 
| go 
award-winning 


Monday night 
TV drama 


General Electric lamps are now advertised on 
MEDIC, over 81 stations of the NBC television 


tTwor} 


one short vear, MEDIC has become one 
most popular shows. It reaches an 
e audience of about 17 million people 
neces are that, out of every 100 customers who 
k into your customers’ stores, 44 watched 
MEDIC last week! 


W 





MEDIC is more than simply a first-rate 
lrama. It keeps people informed on a subject in 
which everyone has a stake—the advances that 
nedical science is making. An important public 
ervice! That explains why MEDIC is proving 
so effective in strengthening the already-strong 
preference for General Electric light bulbs, and 


n building good will for G-E bulb dealers 





Tune in MEDIC 
next Monday night 


See one more reason why 


it pays most to sell 





General Electric bulbs 
Lamp Division, General 


Electric Nela Park 


sos” | GENERAL @@) ELECTRIC 
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and it’s 





ARROW T-25 LOW VOLTAGE WIRE STAPLER 





One hand operation makes it safer for 

you; leaves one hand always free. No 

oe to wire, no short circuits because 
aples are Pg we | auto matically at the 

Tapered one t he 

striking 


al. a 
edge gets \I 
into tight YH - 
corners! = 
~ 


IT WON’T BREAK HOLLOW GLASS 1 aEING 


IT CUTS WIRE STAPLING COSTS OVER 70% 


Arrow FASTENER [0../NC. 


ONE JUNIUS STREET, BROOKLYN 12, N.Y: 
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National Electric e 


Sketch of typical Wirewa installation 
demonstrates complete flexibility, 
simplicity and use of fittings. 








, x 
femmes 4 
7 6 WIREWA 
J 





NE Wirewa is available in both 
4'' x 4'' and 6" x 6'' sizes. 
Investigate the advantages 
of placing stock orders now. 


It’s an all-purpose raceway that goes in 
fast and economically 


Hinge-type coupling permits most economic 
installation . . . flush to wall, in corners, 


bracketed out or suspended. 


Flangeless sections permit speedy assembly 
.- available in 1' 2' and 5' lengths. 


Multiple knockouts on two sides for con- 
venient branch circuiting. 


Hinged covers are designed for quick access 


at all points. 


Contractors and plant men like National 
Electric WIREWA for protecting wiring 

wiring that may be rerouted, changed, 
tapped, or spliced frequently. National 
Electric WIREWA provides steel pro- 
tection, plus accessibility, unequalled by 
any other type of wiring raceway 
Listed by Underwriters’ Laboratories, Inc. 


~ atonal ELECTR 


ARNIVERSARY 


National Electric Products 9 (“co-: 


;P ts * A ehouse 


sles Offices 


1985 - 1955 
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if This Supply Company 
Can Save $4,000 on a 
Single Catalog Job... 


> On roar- te 


“ae 


... How Much 
Can YOU Save...? 


7 de 





RALPH C. COXHEAD CORPORATION 


V. i 
ari- = 

720 FRELINGHUYSEN AVENUE - NEWARK NEW JERSEY 
the modern, economical way to ‘set’ 


PRINTER’S STYLE TYPE 


Please send VARI-TYPER Booklet 


eads 


s 
' 
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This G-E checklist will help you get heavy duty 
Safety switches that last up to 30 years 


5 Have they proved themselves in years of tough service? © Will they operate coolly, efficiently ? 
4 fol 
al ’ ’ } 


| r 





3 Are they quality made of rugged materials? | i Can your plant standardize on them? ( 
°Pe : a f 3 


AVAILABLE FOR QUICK DELIVERY FROM YOUR G-E TRUMBULL DISTRIBUTOR 


GENERAL @@ ELECTRIC 
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TIMES and TRENDS 





Something (Else) of Value 








CO-ORDINATED 
ELECTRICAL SYSTEMS 
OF 


BUSWAY and SWITCHGEAR 


In modern industrial and commercial buildings, 
there are two major components »f electrical dis- 
tribution systems, busway and switchgear. 


Lni-Bus busway provides a new concept in elec- 


trical distribution. Industrial and commercial in- 
stallations are more flexible, safer and truly eco- 
nomical with the new Uni-Bus busway 


++ 


For numerous tap-ofts, as tn in trial plants, the 


Uni-Bus plug-in system | il arry current 





from one point to another with only a few tap-offs, 
as in lighting risers in off ldings, the Uni-Bus 


feeder system is most econ 





To obtain maximum efficiency from the Uni-Bus 





system, co-ordinated overload and _ short-circuit 
protection is essential h Te mplished best 
with Roller-Smith switchgear expressly designed 
with that aim in view. Extensive testing at Roller- 
Smith is the basis for sound engineering co-ordina- 
tion between Uni-Bus busway 
That's why we selected the name BUSGEAR 
identi ) the complete ly « »rdinated system manu- 
factured by Roll: : Smith under one roof and under 
=s the supervision of one Engineering Department. 





c¢onrePQOR ATION 


BETHLEHEM, PENNSYLVANIA 


or | 
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WHOLESALING 


OCTOBER - 1955 


Three years after taking the road, Dave Liess begins day’s calls from his $20,000 
dollar home—one tangible proof of 


How He Made Himself 


A Top Salesman 


From back-of-the-house sweeper to one of Frank C. Teal 
outside salesman—that's the success story of low-pressure 


By George D. Farley 


66 RAB a bro 
“Was the not | ”~) 
ilesman Dave 
day at Frank ¢ 
Since then, he's 
literally thousands 


taloged 


e Always Building 


e Others Helped Harold 
dent), myself, and the ott 
of course. but I tt 
to learn 


H sed 1 I H 


Turn page to see how Liess made self sales training pay off 





How He Made Himself a Top Salesman (cont.) 


Here’s What Liess Learned 





APPLICATION 


STOCKING 
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And How It's Paying Off 


PRICINGC—Plenty of 


PRODUCT KNOW-HOW 
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at 


THE 
PROBLEMS 





THE 
SOLUTIONS 


These men* applied mail-order ideas at Co-Op 
Electric, and found that... 


cheduling Speeds 


By Durward Humes 


te Evi NEVER had les Variety ¢ ill items { ich pple 
customer-service headache customers 1 well-stocked ware Scheduling. | 
Julian Roseth vice nouse I that holds ideas for - tuf { i 
i Ur electrical ok 
e Patterns sically cons 
rms stu Dusiness Operations 
ns. [The aim ts 
iDi VSI oO speed up the 
goods < paperwork, includi 
benefits that specific facilities and organiz: 
-Op nce this setup to make the system more than Stock Location. B 
management a pile of c f 
survey We are 
Penhalleg 


Op sury 


the firms 
Co-Op—the policy is that study costs 
self-liquid ng i Roseth 
commissioned the 
J. S. Penhallegon (left), of Alexander 
Proudfoot Co., consultants, and Julian 


Roseth, Co-Op Electric Supply Co. 
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Order assembly was haphazard and slow, with little coordination of the two 
floor warehouse operation. Orders piled up during rush periods. 





Stock location was inflexible, with all items assigned a set location regardless 


of turnover. Finding an item was often difficult. 





Labor was used inefficiently. There was no way of measuring orders filled by 
warehousemen, and few jobs for which given men were responsible. 





Order assembly is now on a schedule. All items on an order, no matter wher: 
located in the warehouse, are to be at the packing point at a given time. 





Stock location now means flexibility within general areas. New stock goes int 
available space, and its location is marked on warehouse file cards. 





Employees are now assigned orders to fill. Individual responsibility extends even 
to housekeeping, where warehousemen keep up designated areas. 


Order-Filling 











onsultants sug 
Labor. Individua 

from housekeeping « 
| for ¢ 0-Op 
rders are assigned 

filling: no longer 

to pick-and-choc 

hen take 

system, plus the 
luced training tin 

omimnge Co op 

¢ Satisfaction 


tr 

















Order Scheduling 


For order-filling procedure, turn page 
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Order-Filling (cont.) 


Scheduling Plan 
Ends Hit-Or-Miss 
Order Assembly 





Ending hit-or-miss order assembly, Co-Op’s schedul- 
ing procedure is based on the most logical use of 
the firm’s facilities and labor. It has radically 
reduced employee inefficiency and customer de- 
livery complaints. 
Following the suggestions of a management con- 
sultant firm, the order assembly procedure is now 
organized, Orders are scheduled in the office 
Phot and assigned to warehousemen for filling 
at the assembly point for packing and check 
ing at the assigned time (3), they are routed by 
conveyor directly to the shipping department 


3—Assembly: » f th 4—Shipping: 
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is the Certified Lighting 


Program in Operation 
im YOUR Area? 





Why don't you investigate this new 11 AREAS ALREADY HAVE 
program that makes selling easier... THE PROGRAM UNDERWAY 
more effective and more protitabie? What about yours? 
, Sa i a 

y (QV B&R. FRARLRLAL 
The new Certified Lighting Program operates under a ‘ 
the joint sponsorship of electrical contractors, 4 4 
: , a Certiliutate 
distributors, electric light and power companies , i 
and lighting equipment manufacturers. Its purpose ¢ Certified { 

, ili A > 

is to guarantee the customer that his new lighting ¢ Lighting Vd 
will conform to the published standards* of the ) ) 


National Lighting Bureau for stores...schools... 
offices and factories 


NEW a way to figure and 


If your area is one of the !! listed below... you can lighting jobs 
put this program to work for you immediately. If 
your area is not listed, mail the coupon for the 


booklet and details of the organizational progress easier to apply technice! 











in your area. aa and sales training courses 
*Base the ' nendat D> extra powerful advertising 
. spy) 372 ‘ NEW materials and sales aid 
(en 
TING BUREAU, 15* 





( 


LOCAL CERTIFIED LIGHTING BUREAUS 

RHODE ISLAND, spon sored by the Electrical League of R. I 
EASTERN MASSACHUSETTS, sponsored by the 

Electric Institute, Inc 
INDIANAPOLIS, sponsored by the Electric League of Indianapx 
SAN DIEGO COUNTY, sponsored by the Electrical 

Contractors of San Diego yunty, California 
NORTHERN Cc ALIFORNIA, 

Northern California Electrical E ireau 
= OTTE and SURROUNDING AREA, sponsored by a 
committee of leaders of various pz he lighting industry 
SOU THW ESTERN eee sponsored by the Cincinnat 

Electrical Associatior 
















parts 









FREE BOOKLET Brings You the Facts You 
ape to Know About Certified Lighting 





FORT WORTH, sponsored by Fort Worth Electric Clu a) Lighting Buree KE. 44t New York 17, N.Y 
MIDDLE EASTERN MIC HIG AN, sponsored by a wi S Umderiieh os ph ple oy tree book et 
the Electrix Association of Detroit 





CHATTANOOGA, sponsored by the 
Electric League of Chattanooga, Tennessee 
WwoRt ESTER col derbadeaf M ASSAC Ht SETTS, 
sore “ } ' ‘ 










No. 6 in a Series 


SPOTLIGHTING YOUR MARKETS 


Brings you up-to-date on what you can sell to 





The Bottling Market 


@ This is an above-average market, using a variety of electrical equipment 
to run its many near-automatic beverage production lines. 


@ Most important market trend is continuing expansion. There's stress, too, 
on more commercial layouts and on refined production methods. 


@ Whether franchise or independent, all bottlers buy locally. Most plants 
have their own electricians, farm out only large jobs. 


S: I-DRINK 


own Duying 


Bottling plants 


More 
tions. Newer 
Wavs 
theory that 


ell n 


The 
of the older 
street store 
market 
e Measurement 
ire average 

| 


for the electrical wholesaler esides loc 


the pressure to expand big reason is th 


the show 
Basically 
chines 


of electrical supy 
they 
plants are 


and include showro« 


ind more, 


this is good 


result Is that the n V est plants and 
ones) are 
This 


display lighting n best of it 


Or above aS a 


bottling p 
OUND fT 


connected by 


are factories in the popular sense 

ommercial-type opera- 
It on well-traveled high- 
all on the 
idvertising for local plants trying 


fronts 


nore soft drinks 


a good many 
commercial as a Main 
adds another nsion to the bottling 


Bottlers, according to the best guess, 


rket in the commercial field 
il purchasing and 


it electricity runs 


ound motor-run ma- 
moto in conveyor A ty 


pical Opel 





EXPANSION TO MEET A BIGGER MARKET 


Ihe soft-drink bottling industry has 
expanded dramatically since World 
War Il. In the past ten years, soft- 
drink sales have jumped nearly 50 per 
cent—while other beverages and ice 
cream have been hard put to hold their 
own, 

No longer is production the indus- 
try’s main uniformity and 
quality control problems now take a 
back-seat to the 


worry; 
pressure to increase 
sales. This pressure has brought more 
flavors, plus dietetic and canned bever- 
ages, into the picture. It has meant 
plants and added production 
lines; in many cases, there are now two 
plants where formerly there was one. 


new 


Today, there are about 6,000 plants 
in the nation, located in proportion to 
population. The industry's biggest in- 
vestment is in electric-powered equip- 
ment, the standardized machines that 
fit together into a production line. The 
average plant produces about 250,000 
cases a year; but because production is 
nearly automatic, this plant probably 
has only 15 to 20 employees. 

“Parent companies,” furnishing 
either flavors or complete sirups to 
local bottlers on a franchise basis, 
dominate the industry. One parent 
company has 40 per cent of the total 
national sales, though other large bot- 
tlers have given it stiffer competition 


lately. Of the 6,000 bottlers, about 
half are “pure” franchise agents. The 
remainder mix franchise bottling with 
production of local brands. 

Even the franchise operations, how- 
ever, are owned and run locally. All 
buying, except for franchised sirups 
and flavors, is done locally. 

Besides rapid expansion, two other 
factors influence this industry as a 
buyer. One is the trend to more com- 
mercial-type layouts (involving more 
high-quality lighting, for example). 
The other is the continuing pressure to 
further refine production techniques 
(more ultra-violet lights and refrigera- 
tion for cooling ingredients. 
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spection machines (ph 
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Motors. To 
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Special Needs 


Inventors 
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13 Ways To Make Time 


Here's a baker's dozen of ideas you can use to make your most 


pat Ss great value to you thar All of the acquired 
ow ledge skill, selling ability nd t et : valueles unless 


earn so 


1 
oles 


4. Reduce waste of time between calls. 


5 Kill the Procrastination habit. 


I ak 


2. Schedule each day’s activities ahead. 


\ 





<4 
3. Trim the middle-of-the-day wasted hours. FY 


6. Use mail to cut down on wasted time. 


Vi 
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Work Harder For You 


valuable commodity—selling time—more profitable 


man was devoting jus 
the rest of his time wa 
other things than actual 
As a result, this sales 
on how to secure more 
some suggestions whicli 


profit for yoursel 


7. Make one more call each day. 


8. Keep an orderly briefcase and catalog. 


lime spent in s rct I omett 


10. Put more facts on paper, use outlines. 


‘ nr } r 
i ASTL 
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11. Cut time waiting to talk to prospect. 


{ }r 


13. Value your selling time at so much per hour 


\ 





THE SALESMAN’S TECHNICAL NOTES 


No. 22. 





DISCONNECTING SWITCH, single 


To Util ty 


pole, sirigle throw. 
Type offen used in 
Sub stations fo /So- 
late Aigh-ve/rage 
Conductors from 


FIELD DISCHARGE SWITCH Ze5 exxa 


Cconmtactr Connected Fo @ 
resistance. Wiles? swith 
1s opened, one blademakes 
with extra corrtach as +t 
fECAVES fIaI17 Cortracr, 


conttecting 1es1SsTarIcCe 
across geferarvor 1710/2. 
THu$ preveniTs 2)1GA7 
vo/lages From beng 
yndudced 177 4e/a 
when crcust 15 Sidda- 
aerity opened. 
(Detfed res 171d 7- 
‘“7€ care connections 
70 switch contacts) 


Sab Station eguip- 
ynent Switches are 
opened From below, 
phrase by phase, by 
“se of hooksitick 
he/d by operaror 














Yaw? contacis” 


EXT CorpTaC m 








x ACPI CAT Or 
SF 470d 


4 
aA 


Lf00K S77 CK 











ENCLOSED SAFETY SWITCHES way orn 
Such Teatures a8 arc-gderchir7g7, 778r locked Cover 
Ond spri11g-Qperared guich-ake-arad LFCAKk ACT1 O17 
! Spd 7 are 43@a for Such aALZol Cations as 7707Ter /eads, 


> Transtormer NiGjlltig ard appliance loads, 777 $C VICE C77FTATICES. 


SERVICE SWITCH, 


Liuller TUpe, (AY CormITAt17 
a/so a (arige su1?h plas 
blag fuse receotacles For 
LLANCA CVT CATS. 











OL AALA 


Ka19€ 
Siu/71CA 


SwWITC 


] 




















orr| 








GENERAL PURPOSE 
Frornt- Operated 


WEATHER - RESISTANT 
Side- Operated 





(4 


® 
® 


Too 

















CRSoSCA Sus Tches usually 
Withide proviso For 
fockirag Pardle /2 OFF 
poss tior?. Where nore Thar 











Mair switch ard Sage 


Switch are placed jp OFF 
position by pullir79 tase 
wait oat of enclosure by 
means of paride, ara 

FOCVIIS CCP ITIG AL S/AE Bewr?. 


64 


crré @lectricial? /S8 Work- 
_ on The Same circuit 
C4aCA Car pul 077 P15 ows? 
/oCk. The Switth Cannot be 
closed unt: / a/l/ (0CAS Pave 
Leer rernoved. 


WATERTIGHT, 
DUST- TIGHT 
Srorn?d- Operated 
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Pinpoints the Information You Need on 





Switches—II 


By W. J. Novak — “ 


% rT 
Ope Ol 


and J. F. McPartland the enclosure under water, as in man- Saeaet dena cali 


. Submersible 

Wics i cs, etc 

Type VII, Hazardous Location 

WITCHES are gene ed enclosure for n break switcl 
Code {x ( ss |. G 1) 


Type VIII, Hazardous Location 
c OSs | 
meet yuirel { t! ® Motor-starting switches 
I ] 
1) 
Type IX, Hazardous Location 
Electric Code f ( 
Iype X\, Bureau of Mines 


net j 
s 


Types of Switches 


, © bield switches 
© General-purpose switches 


© A service entran 


B 


Type I, General Purpose 


' 


Type Il, Driptight 


e Safety switches 


Type II, Weather Resistant 


Ow outd Dy © Disconnecting switches 
Ivpe IV, Watertight i 
" a at a 
Ivoe V, Dust-tight 
Next Month: Protective 
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Devices 





MITCHELL lighting modernizes 60 year old school 
LIGHTING LEVEL uP 600%... 














once-abandoned school restored 
to complete usefulness 


MITCHELL LIGHTS ANOTHER SCHOOL 
Sixth Ward School 
Washington, Pennsylvania 


A remarkable difference ...the renovation 
program of this 60 year old school cost less with 
MITCHELL “Low Brightness’’ fluorescents which 
have increased the overall lighting level by 600°;. 
More than any other factor, the new lighting 
imparts the effect of pleasing modernity. 


Architect: C. Garey Dickson, Washington, Pa 
Electrical Contractor: Glenn Yoder, Hollsopple, Pa 
c ctrical ° n 
Distributor: Ward Electrical Supply Co., Washington, Po MITCHELL Low Brightness Lighting iii 
the modernization complete: The exclusive 
INSTALLATION: MITCHELL Elliptical Reflector, utilizing Low 
Approximately 200 miTCHEL Brightness lamps, delivers a maximum of glare-free 
Low Brightness” Luminaires light to all work surfaces. The resulting freedom 
(Model 3245), flush-mounted in from harsh contrasts and disturbing shadows 
continuous rows throughout. Foot- creates ideal classroom lighting conditions. 
candles before relighting: 10 Finally, the MITCHELL Low Brightness 
Footcandles after modernization with Luminaire provides the advantages of beautiful 
miTCHEL “Low Brightness” Luminaires: 60 appearance, practical design, high efficiency and 
increase in lighting level: 600%. simplicity of maintenance at a most reasonable cost. 


for better school lighting, 0 
SPECIFY MITCHELL (1) 
a ee ee MANUFACTURING COMPANY 


Schoo! and mmer al Lighting 


2525 N. Clybourn Ave., Chicago 14, Ill., Dept. 1-K 
in Canada: Mitchell Mfg. Co., itd., 19 Waterman Ave., Toronto 
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MUD, 





AND YOUR BUSINESS 


A Special Report: How Distributors Dealt with Sudden Disaster 
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Flood, Mud, and Your Business (cont.) 


No Vaccine—For DISASTER 





+y . rr why + 





Reprints 


As an industry” service, ELECTRICAI 
WHOLESALING is making available reprints of 
this section on Flood, Mud, and Your Business. 

It could serve as a guide to disaster planning. 
Or it might help convince an anti-middleman p. a. 
a distributor is a handy man to have around. 

Up to five copies per firm may be obtained free. 
For additional quantities, contact The Editor, 
ELECTRICAL WHOLESALING, 330 W. 42nd 


St.. New York 36, N. Y. 














REPAIRS 


ELECTRICAL 
AND MILL 
SUPPLIES 





WHAT do you do when water covers 


Disaster Lessons: 
WHEN FLOOD 


Get records out. 


[hey are irreplaceabl back in business 
shortly, and you'll ne tne! | I 1e] istome 


ind Internal Re 


Get emergency equipment out. 
Unlike most busines 

equipment (transiorn 

and you will need it 


CU! 


me next in imp 


Lock and sandbag 
If e 
from 


been f 


First things first. 
Ascertain dan 
Ip tric 


WHEN FLOOD 


Contact them in a hurry. 
Iry to ascertain and needs. Offer 
in a tactful way ind personal Services 
This approach wi [ sciated. It will also give 


you a chance to check damage personally 


Check communication lines. 


Phones and roads are liable to b yu Just where, and 
Ability to keep 
during the first 


when usable again, will be 
in touch with customers w 


davs 


They'll need temporary supplies. 


And they'll need them in a hu from your stocks 
Fuses and flashlights come first. Other emergency 
te , ‘ 


ipe, x ckets 


mp wry " c my r mps. 


ets, transtormers 
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rr 
BS ~ 


your house—or your customers’ plants? For Crowder’s answer, see page 72. 


What Wholesalers Learned .. . 


HIT THEIR HOUSE: 


pecific jobs, under depen 
tion. Extra work crew 
Cooperation is a disaster must. 


Get your power back. 
Help 


This is the Number One 
iulity can get to you 
wasning OF 


Some forethoughts 


\ n't 


t 


Notify your suppliers. 


Hurry a letter 


‘ 


sh 


HIT THEIR CUSTOMERS: 


Priorities are a possibility. 


You may want to hold tempor 


Place “‘anticipation orders. 


s Naiting unt 


tem 
wders against stock 


vill Keep more Custom 


Salesmen can do double duty. 


With roads and phones 
deliveries (where trucks mig! 
pick up orders. The 


personal services ; 
iu 1als nt t KT 


Count on a time lag on orders. 


There Sa 

influx order 

ven longer one 

h: 4]}\ d mmavce 


~~ 
petore iC 
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Flood, Mud, and Your Business (cont.) 











"We stayed open 24 hours a day ... 


. to serve our customers who were 
hit by the flood, and we will continue 
to operate under emergency condi- 
tions as long as it Is necessary to get 
them back on their feet.” 


e Good Inventory 


e Want Hot Plates 


WORKING OVERTIME 
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ONE OF THE HARDEST HIT ; 
tart ~prague wa the , 


gt 


get essential materials into the 
soon as possible. Although 

plants without 
many firms were 


were sent to 


damaged to the 
tent that operations will be at 
WeeKS The Mw 
Northern Chemical ¢ 

and the Water 


} 
‘ 7U 


Chase B 


still for several 


tne 


x feet deep 
e Stranded 

Mad 
Wit 


son Was 


EMERGENCY 
NOTICE 
WE WILL BE o;} 
PEN 
ALL Day 
SATURDAY.SUNDay 
AND MONDay._ 


SEPT. 3 


4.5 
For Service To 
All Our Customers! 


Wholesale lect 
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Aftermath 


Flood, Mud, and Your Business (cont.) 




















"We find 


to the service problem. We’ve 
had our share of floods, and I hon- 
estly think we're as well-prepared 
as the next wholesaler to handle 
them. The catch is that no one is 
every ready, really.” 


Speaking was John M. Newton, S: 
president of Holyoke’s Oakes Electric 
Supply Co. He and his firm have lived 
through—and, he adds, hope to have 


learned something from—the floods 
— 1 


ind °36 and the hurricane-floods 


+S and 


The essence of what Oakes has 
learned boils dow: to the need tor 
priority allocat ym the heels of 


flood UiSa 


a 


Newton ex- 

at customers 

dig quantities 
batteries, dry- 
temporary wiring 
vhen a disaster 
ink sheets 

these 


order on 
we sit tight. 


bulk of the 
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‘priorities are one answer .. . 
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gular Customers i 
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© Sales 


Delivery 


Ho 


Sale 


\\ 


Power's Place 





Flood, Mud, and Your Business (cont.) 








apne 


Trenton 


JERSEY 











"We rented 


in which to repair major appli- 
ances damaged by the flood,” Wil- 
liam G. Humphrey, branch manager 
of Westinghouse Electric Supply Co. 
at Trenton says. 


ck the Tren 

ntacted West 
vhat if an' 

would be 


summers 


extra space . 


outlined to hit was pul nto effect 
mmediately 
According Humphrey 
authorized repair at a nominal 
appliance 


youse Which was damaged 


maior bought 
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work 
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to transport 
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Humphrey explains th 
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NEW I 


NSULATION which w ‘ ement it DISASSEMBLING 


ry } t A te 


ge 


vor pa y i y I lamavec pall IT 
replaced Ihe entire procedu e tomers 


r one item, he adds, ordinarily would e Small Item Policy 


ke one man eight hours work. How pliances whicl 

ver, with three men disassembling 
clea g and drying ) appl 

nc the time wa reduced great 
Att being repair 

S returned to the owne!l 

Additionally, Humphrey conta 

ip 


rvice dealers nd offer 





we kept in touch with our cus- 
tomers,” William S. Griffith, presi- 
dent of Griffith Electric Supply Co., 
rrenton, exclaims. “The only prob- 
lems we encountered were in deliv- 
ering essential materials to areas 
which were affected. However, that 
problem was not insurmountable.” 


When the flood al the D 


©e Survey Damage 
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© Special 


Orders 
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Mud, and 


Your Business 





(conf.) 





* Hartford 


CRzO. N 





Helping our 


from the flood disaster which 
caught them unprepared is our big 
program now,” Arnold S, Cartin 
emphasizes. 


At no time in his career 
ical wholesaler has Cartin 
} ger of Hartford's ( apital Light 
ind Supply Co., remembered being as 
issisting his customers as he now 
ot only did he supply 


nts equipment 


pod victims 

to tne west 
rrington, where 
plants were 
distributors here 
utilities and industri 
area was Capital Light 


tricts, nomes and 


ne of tne 
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dealers recover... 


tions tor many of the Connecticut restocking irt will work out 


And 
( apital helped supply the area 
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ngton I onjunction with one 
Extended 
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dustrial plants were damaged 
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After ' 
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sumer, Capital decided to repa 
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at ten per cent ol C ooperation 
Through this plan ibled ¢ 
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Flood, Mud, and Your Business (cont.) 





There but for the grace of God... 


... Phat was our first thought during 
the flood,” according to Mike Ches- 
ter, sales manager of Frank A. 
Blesso, Inc. “It could easily have 
hit us, too.” 


mag 
® Question of Tact Instead 
istomers. This inv 
pot near th major problem: how to offer service 
complaints without acting like ambulance chasers 
was still paying Hardest hit were customers in Walt 


th 


But the flood put I yburski's area which included the 


id house wa towns of Torrington and Winsted. This 
ompk tel ubmerged Blesso salesman’s approach was typt- J ring 
There wasn’t time right then, how cally successful food and to chec Hilbert’s sister 


oO rry about anything except lyburski went on the road the first who had been picked up by helicopter 


n nim some 


their needs thing Monday morning. He headed for from a root rd wh e conditior 





HARTFORD, CONN.—Flood waters raged down t! 
sonnecticut river Thursday night, August 
ing many low-land areas. Damage was slight 
compared to that in the Naugatuck valley 
west. Winsted (pop. 8,000) was nearly sma 
®*sgHartford Highland Lake overflowed, taking homes 

< with it. Among distributors serving 


G O N there was Hartford's Frank A. Blesso, . 
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e Meeting Needs 
tt B 


WINSTED'S 


Winsted contractor helps ‘rewire’ battered town 


October, 1955—ELECTRICAL WHOLESALING 





At Crowder's Easton branch, 15-foot flood waters... 


Flood, Mud, and Your Business (conf.) 


"We watched 





the water come up the steps... 


BUS DUCT at f 
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_.. left heaps of ruined supplies and damaged records 


KEEPING 


i ¢ 














... It was coming up four feet an ; ° Lessons 
hour. We were lucky to get the o” rs | ' 
trucks and some motors out. As fast 
as we moved boxes and papers 
up higher, the water overtook us. 
Finally we had to get out.” This, 
explains manager Harry Hooper, 
was Flood Day at H. N. Crowder 
Jr. Co.’s Easton branch. 
Equally dramatic, though 
furious, was Crowder’s comback fron 
the flood. With much help from th« 
firm’s other branches (in Allent 
ind Bethlehem), the Easton 
ids 
e Three days later 
igain serving Customer! 
e Ten days later 
repl iced and salesmen 
regular routes 
e Two weeks | 


vas complete or 
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Flood, Mud, and Your Business (cont. 








AFTERMATH 


DESTRUCTION 





"What a mess! .. . 


Ihe mud and debris was so bad 
in our supply house after the flood 
waters had receded that it was almost 
impossible to get into the building to 
survey the damage and clean up,” 
Bob and Hy Namerow, owners of the 
Central Electric Supply Co. at Tor- 
rington say. 


\A 


© Rescue by Boat 
N 


e Take Supplies 
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EXPLOSION-PROOF 
PLUGS 


and 


NON-SPARKING 


mest QP RECEPTACLES 


ree 
aan 


LIGHTWEIGHT s - 
RUST & CORROSION PROOF LAST WORD 


te ees a in 
Available in many sizes and styles to fit various béemes SA + ETY Fi ? ST 


Switches or pilot lightesMadein 15, 30, 60,end 100 amp. sizes ; 
for the electrical connection of 


portable equipment 





ELECTRIC MANUFACTURING COMPANY 


oat _ WRG ores + come eases « FLNTE SHITCR FITTINGS + ELPLODON-PROGE FITTINGS + VAPOR THGHT LIGHT FUXTURES + CEPLOSOR PROOF LIGHT FOTWRES + SEALED Stam FuxTeREs 
» Vandeventer and Easton Aves. St. Louis 13, Missouri 
a ‘Atlanta Dalias 1903 Griffin St. 
= . 1073 Calapago Pittsburgh 
. = $319 Mack Ave 
: . 412 Seaton St. Seattle 4130 First Ave, S. W 
 & uw 16 W. 26th § New York = 00 W. 18st Sr. 





Flood, Mud, and Your Business (cont. 








AFTERMATH 


DESTRUCTION 





"What a mess! ... 


The mud and debris was so bad 
in our supply house after the flood 
waters had receded that it was almost 
impossible to get into the building to 
survey the damage and clean up,” 
Bob and Hy Namerow, owners of the 
Central Electric Supply Co. at Tor- 
rington say. 
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e Rescue by 
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NON-SPARKING 


I 


LIGHTWEIGHT 
Ruggedh tr 
Dur 


RUST & CORROSION PROOF 


Unattect ’ 

Pvc conaitions. 
Available in many sizes andistyles to fit various bemes 
gwitches o: pilot lightesMiadein 15, 30, 60,.e@nd 1Qamp. sizes, 


aA 


\‘ 


a 


EXPLOSION-PROOF 


PLUGS 
a 


and 
5 


"RECEPTACLES 


A on 
\ the 
LAST worRD 


SAFETY FIRST 


for the electrical connection of 
portable equipment 





ELECTRIC MANUFACTURING COMPANY 


» ‘manect pitts + CONDUIT GODES + FLUSH SWITCH FITTINGS + EXPLASON-PRODE FITIINGS + VAPOR TiGRT LIGHT FIXTURES ~ CXPLOSION-PROOT LIGHT FOLTURES + SLALED BLAM FIXTURES 


gene capa Pe and Easton Aves. 


pe 
Detroit 


i eg 


p, Mo. S16 W. 26th St. 


St. Louis 13, Missouri 
Philadelphia 2014 Chancellor St. 
Pittsburgh 4830 McKnight Road 
Sen Francisco 714 Harrison St. 
Seattle 4130 First Ave, 5. W. 
New York _— W. 18st St. 


1903 Griffin St. 
1073 Calapago 
8319 Mack Ave 
412 Seaton St. 





Now / 


LIFT THE LID 


EXTRA SALES P 


Packed in 


Stock and Sell - aS 
the New 


ROYAL 3-Conductor POWR-KORD 


Here’s your chance to cash in on a new product 





UNIT SHIPPING CARTON 
DESCRIPTION PACK Quantit Weight 
with a great new sales potential . . . now with the 2 | Btasasenelt Cbs. 


ew Royal 3-Conductor ‘“POWR-KORD 


Complying with UL and NEMA standards for ground- 
ing power tools and many other appliances, this new 
heavy-duty extension cord features a Royal molded- 
on cap with round ground pin, and a Royal molded- 
on connector with U-shaped ground slot . . . provides 
maximum grounding safety and dependability 

Write for samples or ask your Royal representative 


for complete details on the new Royal 3-Conductor 
POWR-KORD 





ROYAL ELECTRIC COMPANY, INC. PAWTUCKET: RHODE ISLAND 
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working on 
100 AMP jobs? 


Save time and money —put up better installations 
by using one line throughout ... MURRAY 


Murray Manufacturing Corporation, Dept 
250 Atlantic Ave., B’kiyn 16, N.Y 
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SELL ROCK-BOTTOM INSTALLATION COSTS... 


SELL GEONEV/ 


GEDNEY FITTINGS 


utm 


Gedney 90° Pull-in Ells and 
Adapters with Neoprene 
gasketed cover and self- 
retaining screws. These 
fittings may be used to 
convert a straight box con- 
nector into a 90° 
tor, or 90° b 
nector for rigid standard 
yipe coupling. Ells 
sat threads at 
Adapters have mal 
thre ads at one end and 
female at the other. Mad 
of malleable iron and 
cadmium plated. Sizes %” 
to 2 


onnec- 


as a x con- 


VE 


} | 
hot} 


ends 


Gedney Corner Pull-in Elbows 
outstanding for sy 


machine Wiring 


are 
Saving 
easy wire 
able iron, « 


Made 


1%” and 2 





GEDNEY FITTINGS FIT 
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RKO BLDG 


Gedney Offset Connectors 


Gedney Offset 


Coupling 
? rt 


ue 





* RADIO CITY + NEW YORK 20 


3 Shipping t. Terryville, ¢ 














NEWS FOR THE INDUSTRY 
Westinghouse Abandons Fair Trade’ soba 5 pe cat oer 195 


n nced 
ouncea 





officers 


@ Manufacturer cites price fixing system on electric EW 55. pas {) Other 


nouseweres bed coverings as ‘unworkable. 


@ Sets up new distribution policy for the purpose of 
strengthening housewares position. 


e Reductions — 


e A Slump 











Policy 
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Red Throat 


B-M 21B, THE NEW INSULATED THROAT 





All B-M indenter 


Fittings ore UL Approved 


os concrete-tight and for generol 


use File Cord £10863 Also comply 


With Federal Specifications W-F-406. 


October 


INDENTER 
CONNECTOR 
FOR E.M.T. 


jing rounded red plastic lip 

ng prevents cutting of 
eliminates shorts 

crews into all conduit 

f RED THROAT bushing 
Jamage 


ngea ocKk 


Permonent 
sures smc 
for easy fishir 


ond costs nc 


Briegel, the Original Indenter Fittings 
in appearance, easier and faster to usé 

is simple and less « xpensive. Two qui 
sets them forever. Try B-M Indenter I 


get more profits from each job 


4 


~ METHOD 
BHIEUEL 
i 


GALVA * ILLINOIS 


Warehouse Stocks in Principal Cities for Immediate Delivery! | 
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Distributors See New Plant 


Electrical wholesalers’ representatives 
were guests-of-honor at the dedication of 
Square D Co.'s new regional plant (right) 


REPRESENTATIVES 


( Ray 


e National Set-up— [Ih 


Square D 


ns and 
thlighted 
{ Hotel 


sdern plant 
mast network 


sembly and 


issemble 


S distr 


AN EXPLANATION 


TAKING TIME OUT * 
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Wire Works, I 
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MEMO 

ind other NE ads 

create demand 
your customers 


‘ational Electric 





Nee 
4 a ieee 


Oy 
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x —— 


<2 


National Electric Special Wire and Cable 


( 
£ mmunications, ar vere il itiona ect I \ 
keted NE Car Wire in sizes rar ’rodu \, ‘ Pitts 
lumber LO 


il Listed by Underwriters’ Laboratories, Inc 


National Electric Products 9 "=BRF 


PITTSBURGH, PA 
W orehouse 


R REQ R POWER TR D ELECT L EQUIPMENT 


ELECTRICAL WHOLESALING—October, 1955 





Business Index: NATIONAL PICTURE 











—1947-49-100% 


' Electrical Equipment and Supplies Distributors 1955 ’ 


~ 260 — 


-240 - 
~ 220 





, Inventories 











CHANGE 


Sales 
Inventories 





r—1947-49=|00% 


Electrical Appliances, Electronics Parts Distributors 19 5 5 ' 


inventories 
4 














CHANGE 
Sales 


Inventories 


SOURCE: 
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Business Index: REGIONAL ANALYSIS 





ELECTRICAL GOODS WHOLESALERS INVENTORIES 
JULY 1955 . = es — stnas5t 


NEW ENGLAND 





Electrica! e 


supplies distribut 


MIDDLE ATLANTIC 





EAST NORTH CENTRAL 





WEST NORTH CENTRAL 





SOUTH ATLANTIC 





EAST SOUTH CENTRAL 





WEST SOUTH CENTRAL 





MOUNTAIN 





PACIFIC 
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You get modern, on-the-job efficiency 


from fluorescent installations equipped with 


muaiiaebatennaed CBM sapemmnecsricien 


Everyone—the architec ' fixture inu- Manufacturers « 
facturer tributor 
ultimate 


CERTIFIED CBM BALLASTS 


CERTIFIED CBM BALLASTS 
to Ins < ires a RATED LAMP LIFE © FULL LIGHT OUTPUT © LONG 
with CERTIFIED CBM BALLASTS BALLAST LIFE © QUIET, TROUBLE-FREE OPERATION 


Eight of th : eading 
ke CERTIFIED CBM BALLASTS. Participation ir 


is pen t ny Monufocturer wt 





é —_—— BALLAST MANUFACTURERS 


. Makers of Certified Ballasts for Fluorescent Lighting 





2116 KEITH BLDG., CLEVELAND 15, OHIO 
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Wholesale Price Index for 62 Electrical Products 
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SPECIFY...PYLE-NATIONAL 


PLUGS AND 
RECEPTACLES 


seh’ 


DETACHABLE COMPONENTS On 


be disconnected f spect 


nd ecept 


f 


PORTABLE EQUIPMENT | 


F aaa PLUG-IN BOARDS 
a hoard ble gene t f j 


QUELARC PLUGS and RECEPTACLES in seventy-two foot plug b 
nstalled in the General Electric C 


1 G npany's Light Military Electronic nea ' 
Plant 





PAS I I ETE 


Lot 


s. Write for descriptive bulletins 


PYLE-NATIONAL COMP 


1352 North Kostner Avenue, Chicago 51, Illinois 
P 


SINCE 1897 
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WHATS NEW WITH YOUR CUSTOMERS 


Might Be The Time 


} 








These items were digested from 
a recent issue of Electrical Con- 
struction and Maintenance, a 
McGraw-Hill publication. 








none 


e Four Basic Costs [he tot 


Industry Growth Record 


Fringe Effects . 


Booming Economy— CG 


Lighting Maintenance 


Modernizing A Coliseum 
| 
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At last 
hallways 
with practidg : 
Guth “V’ 
provide “wall-tg 


illumination. They ry 
GRATELITE Louver 
Diffuser shields lamps and 


° . © 
is easily maintained. 


Hallways end corridorst 
“con.e out of the dark” 
and turn into safer, more 
cheerful lines of light 
that guide the eyes 

and the step. V:C:U’s 
available in 4’ & 8’, 

1 & 2 light models. 





Can. Pots. Pend 
ork Registered 


\ 


THE EDWIN F. GUTH CO. ST. LOUIS 3, MO. 
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CHUCKLE OF THE MONTH 





as | 


Conta Crog 























Hi yo, Charlie I'm returning a few things ‘eft over from that big hotel 
job for credit!’ 


What's New With Customers 





1964 
98 


e Growing Sales—Lighti 


uD 


« Production Up-—W 


“Sound” Literature 





G-E Spots and Floods 
SELL FASTER AT 
CHRISTMAS 


Here’s why: They're easy to 


use; they're weatherproof. 


Result: in one area out of 606 


outdoor decorated homes 2 


ctor spotand Mood 


vith their G- 


} 


7 


3 
j 


I 


this potential and 


pive your sales a big dollar 


boost. Stock up on G-E Pro- 


| 


jector lamps and get this sales 


building display. Ask your 


G-|I supplic r 


+! 
% forge 
pnd con at 





GENERAL 
ELECTRIC 
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Christmas Lighting Market 
Tops $100,000 ,000 Retail! 


Get a bigger slice of this short and sweet business 
by pushing General Electric Christmas Lamps NOW! 


There's really 64g money in the Christmas devices and for renewals—EARLY 


Lighting market. Make sure your dealers order tie in with local lighting contests 


od 
} 


G-E Christmas Lamps —in string sets, lighted ig advertising and pron 


4 reasons why you'll sell more this year: 


i re. ful “x G-E S$ P i . 
1 he SAT "URDAY EVENING POST 2: ‘ re 4 


TV with 


MEDI« over BI NBC s 


Remember —General! Fle« 
retailers to sé 'Customers preter the 


in string sets, lighted devices and f 


Miniature La mp Department Nela P ( ] {) 


GENERAL @® ELECTRIC 
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. See New Plant 
ntinued from poge 90 


better profits, faster with 


well-known GREENLEE timesavers 


for electricians 


Out in Forc 


i 


new lightweight 





hydraulic pipe and conduit bender 


HAND BENDERS . CABLE PULLER 
FOR TUBING 
BORING TOOLS 


Non-returnable Reels 


ROME. N. ¥ Ror ( 


soooooc 


ee — > > 2 — > 


I 


we 


| 


KNOCKOUT PUNCHES AND 


GREENLEE 





GREENLEE TOOL CO., 1850 COLUMBIA AVENUE, ROCKFORD, ILL 
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OF HEAVY DUTY, OILTIGHT 


Pushbuttons, Selector Switches and Lights 


The new Cutler-Hammer Pushbutton The new Cutler-Hammer Indicating Light 


Lime leltiel( Melel| MaeuliclaMsliea Miilel] with separate winding transformer 


measures only 1%2” in depth that measures only 1%” in depth 


New shallow-depth contact blocks; greater 
freedom of circuit arrangements; 
better design; better appearance; better performance. 
Get them first, get them fast, get them now. 


Once againthe name Cutler-Hammer pushbuttons, with regular or mus! 
companions great a room head; selector switches provid 
an amazing and unique new line ol! ing maintained contact or momer 
heavy duty, oiltight pushbuttons tary contact with spring returt 
selector switches and indicating either or both positions; key oper 
lights. There is nothing to compare’ ators providing in addition momer! 
The feature that stands out tary contact that becomes maintained 
is the new basic working on key withdrawal. Pushbutto: 


nd its availat 


contact block a 
counterpart for the indicating lig 
I transformer or resistor. TH 
[EW CONTACT BLOCK MEA 
S ONLY 1 2” IN DEPT 

N 


le in 5 colors. All operator 
thts are chrome-plated for lasting beauty 
Is Indicating lights have new wide-visi 
S bility lenses proved by light-meter 
< ‘H ~=reading to be most visible of all fron 
TI TH! MVOUNT I] iG any angle Lights are available witt 
A fact of amazing conse- resistor or separate winding trar 
» for the vast majority of push- former. Transformer 
‘ 


isers volt bayonet lamp pr 
greater consequence is the — plied lamp life where shox 
greater degree of circuit flexibility tion prevai 
this new design provides. With its These and many other features 
contacts set side by side, ‘in parallel fully described and illustrated ir 
electrically isolated from one another bulletin just published. Write for 
u can apply one voltage on one today or see the complete line at yo 
different volta n the oth nearest authorized C-H distribw* 
ting curren CUTLER-HAMMER, In 
ind n the other St. Paul Ave Milwaukee 1 
pair of d anadian Cutler-Han 
actuating plunger: you n throw Ltd., Toronto, Ont 
both simultaneously, or singly or in 
sequence 
And \ 
contact 


eas 


conta has its own Associate: ( 


virtually 
ities 
There is 


stors 
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TV, Radio Sales Caused 
By Economic Prosperity 


Z ATLANTA, GA.—Retail sales 
HUBBELL 7.5 million television sets and 


million radios are possible in 


according to James D. Secrest, execu- 
0 amp. tive vice president of the Radio-Elec- 
tronics-Television Manufacturers Asso- 
ciation 
Speaking before the Franchised Ap- 
pliance Dealers Assn. of Atlanta, M1 
Secrest said that the industry is of the 
opinion that color television will have 
little or no deterrent effect on sales 
Now available in of black and white sets between now 
both 15 and 20-amp. and Christmas. If you bring up 195¢ 


j 1957. \ in ge ge of 
ratings. ind 19 you can get a wide range o 
guess-estimates” on how many colo! 


Meets the need for a [V sets will be made and sold. Once 


quiet, yet dependable, color TV get ver its initial hump 
long-life AC switch to Mr. Secrest predicted, it will bring 
withstand the inductive inother TV boom “reminiscent of the 
120-277 volts load characteristics of first few vears of black and white T\ 


fluorescent systems. The 
Catalog No. 1221 | 


20 Amperes 


timing of this boom is anyone s 
vuess 

real numDer of ry sets 

QUIET produced during any year to date was 

: 7.5 million in 1950. This record, Mr 

operation secrest pointed out Was brought on 

of another wartime shortage 


shutdown following the outbreak of 


ONLY HUBBELL Vv . the Korean war. This year’s produc- 
TOPPER SWITCHES 





tion of TV sets, he said, is much more 


healthy, as it is based on “unparalleled 


COMBINE ALL THESE FEATURES ° ; values and economic prosperity 


© No Record—tThe sales of radios 
Note red top for t} nected to reach the record 
T er switches are j innot be expected to reach the record 
— s “ts easy identification : e ’ tou attatnad in 1047 
iower——Tare Vv olume I )>miuho attained + 
ghee P of Topper 20-amp 
less room vhen the industry has to make up 


® Shallow size 


Quiet operation : our year shorta Dealers, it 1s pre- 
(without mercury) : ted n ell +3 millon home 
Large, fine silver ck ! portable radios; another 6 


contacts A Switch Designed for the Purpose ill rad nav reach consumers 
Operates in any ‘ ai arge inductive circuits at through e pul f new autos 

position f ty. This means that amp e out of five 
Upset binding screws r F lopper ntrols more fluorescent 


this year has 
stmoded switches. It also 


Long life at full 
rated loads 

Back and side " . fewer of them, resulting ir ay a . P vear. At the 
wiring utility sip eanialihies nd let : 


' é } 
areas can be controlled ustomer The 


and that heavier circuits ratio (pected tf > one out ol 


ete per cent of 
Convenient strip gage . Joy for free Topper folder : 
second sets 


Easy-to-find back “s a ‘ = w : an 
wiring entry holes she some ; a yng 


he 
TOPPER AC SWITCHES 
S.AMP. 20-AMP } I till about 1S milhon 
TV sets The Census 
; ve i it 32 mullion, or 
See Your Electrical . ve »7 pel of the householders now 
/ Distributor. }-wey 03 ’ ive or more TV sets. The rad 











adgio 


IS ner 
} cer 


BullDog Adds Warehouse 


> 
PO CHICAGO, ILL.—The BullDog 
AL aL fe ectric Product o. will construct 
} at 6120 


' 
LAC ’ iS 


program for the 


HARVEY HUBBELL, Inc. minh fa fly= 


BRIDGEPORT, CONNECTICUT 
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why pay for rusty conduit threads ? 


a. 


— 
— 
- 
- 


ae rm x omnes « 1} 
BUY PITTSBURGH STANDARD—THE ONLY ' 


HOT-DIP CONDUIT WITH GALVANIZED THREADS 


CONDUIT co. 


| 507d 
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Urge President Release 


FOR VOLUME SALES. ==" 


co) 


because switc 
...not heard 
modern ROTO-GLO... 


hec atin t Ité 


Popular screWless tern 
osts. And the totally enc! 
oxidizing silver alloy contacts assuc: 


free performance 


You make more money from volume sales and the high 
quality construction eliminates expensive complaint ad- 
justments due to faulty switches. - 
e Aid Chile 
ROTO-GLO has high consumer appeal, too, because * 
home owners like the whisper quiet operation . . . the 
simple roto action of the dial that turns lights off and on 

the luminous knobs that glow in the dark . . . and the 
clean, functional design. 
~ 
’ Available in P&S Despard type (15A, 120V AC, 277V AC) 

for modern, combination wiring, or in conventional strap . 


type (15A, 120V AC) to fill the demand for quiet switches e Flood Damage— Acc 


i in the replacement market and for new work. 
a) For Quick, Ecisy Demonstration 
: ) ’ : 


. eee this salesmen’: display ki 
Compedt, lightweight, easy to 
cerry. Aiffractive working sam 
plas The Coase is FREE 


Write for ’ Heater Firm Sold 


IP oass 2 SEYMOUR, INC. Rg Mn 


Syrecuse 9, N.Y 


My > , York 7 . ¥ Ww 
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ita 


» FINE 


rhymes wit 





*MOODEL 2 


HAS THIS 
BLADE! 











ed 


rhymes with FINE 


UL 
MANUFACTURERS OF THE TILTING HOOD, RECESSED LIGHTING EXHAUST 
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Electricity Cuts Dairy Costs 


@ Much of the work in caring for cows is within easy 


reach of an electric power source. 


@ Tests on several farms show electricity to be both 


economical and dependable. 


the best opportunity 


N’™ YORK N.Y [he ular 


the hired-hand problem by 
& \e\oie & 
| "s 
PPE) 
ap 


’ 





month w recorded a vitl e Many Chores 


© Grind, Mix, Shell—F« 


hired m 


1y in-between sizes 
Furnas Electric line 

; choose the 

ntrol that is best suite 


r y r particular |obd 





You can save up to 40°;. 
By selecting the exact size 
starter for your require- 
ments you get a starter that 


$ more compact. 








FLAMES DEVOUR 1+}! 


FURNAS ELECTRIC 
COMPANY 


BATAVIA, ILLINOIS 


Seles Representatives in of! Principal Cities 
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i TWICE THE PROTECTION, TWICE THE CONVENIENCE! f 


envy of the t breaker industry—prote 


NOW...BULLDOG PUSHMATIC 
CIRCUIT PROTECTION IN A 


4" 
f. 
1% 
1 
rt? 
r’ 
r 
ft 
ae 


SELL TRIM “NP” ELECTRI-CENTERS FOR THOSE HARD-TO-FIT JOBS! 


“NP” means Narrow Panel. And that means an DUO-GUARD Pushmati protection, wireway 
attractive Pushmatic Electri-Center® you can sell extensions and pull boxes to conceal wires and 
for space restricted quarters, or where good looks eliminate naked conduit, easier installation 

are good policy. It is impossible to point out all the advantage 
BullDog engineers have designed this panel to fit of the Narrow Panel Electri-Center here. But a 
into a standard “8” H-beam, or to surface-mount sullDog Field Engineer will be pleased to show 
unobtrusively behind doors, in hallways, on non- you its many saleable features. Or, write 
structural walls—anywhere! It is compact—only sullDog Electric Products Company, Detroit 32 


‘BULLDOG 


ELECTRIC PRODUCTS COMPANY 
n of 1-T-E Circuit Breaker 


634,” wide. Its many features include famous Michig: 
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Electricity Cuts Dairy Costs 


@ Much of the work in caring for cows is within easy 


reach of an electric power source. 


@ Tests on several farms show electricity to be both 


economical and dependable. 


N’ W YORK N.Y [he diar 
r has the best opportunity 
hired-hand problem by 

CIric powel It is 


r mated about 80 per cent of the ' 
j 
) 


betes |. ) 


gc a4 round “the nidings within eas 
3 I: | [ cl ff electricity 
- . rd pt on sever il Michigar 
=p “s I ring the past three years show 
£% 


herd 1s 


‘ 
— 


3 ; . : 
/o that lect PoV can replace the 
‘conomical and 
labor, according 
McGraw-Hill pub 
n exact pict ire of th 
vith electricity 
the major 
farms Thes 
each month tf my 
$99.87 for ‘ 
e Many Chores 
® Grind, Mix, Shell—For $82.60 


hired m 


ns of feed. mix 
‘ 


) tons ot 


f 


The many in-between sizes 

the Furnas Electric line 
allow you to choose the 
control that is best suited 


yur particular joD 





You can save up to 40°. 
By selecting the exact size 
starter for your require- 
ments you get a starter that 


s more compact. 








FURNAS ELECTRIC 
COMPANY 


BATAVIA, ILLINOIS 


FLAMES DEVOUR the 


Soles Representatives in all Principe! Citres 
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TWICE THE PROTECTION, TWICE THE CONVENIENCE! f 


envy of the circuit breaker industry—protect 


NOW...BULLDOG PUSHMATIC 
CIRCUIT PROTECTION IN A 


+ 


- 


nee Se Urs C Ur Ur ULE hlUrr Lh lUmrrSE Ur CUS CP 


f 
1 
e 
f 
t 
a 
a 
i 


‘ Jct hh 


: 


_ 


SELL TRIM “NP” ELECTRI-CENTERS FOR THOSE HARD-TO-FIT JOBS! 


“NP” means Narrow Panel. And that means an DUO-GUARD Pushmatie protection, wireway 
attractive Pushmatic Electri-Center® you can sell extensions and pull boxes to conceal wires and 
for space restricted quarters, or where good looks eliminate naked conduit, easier installation 

are good policy. It is impossibl to point out all the advantage 
BullDog engineers have designed this panel to fit of the Narrow Panel Electri-Center here. But a 
into a standard “8” H-beam, or to surface-mount sullDog Field Engineer will be pleased to show 
unobtrusively behind doors, in hallways. on non- you its many saleable features (or write 
structural walls—anywhere! It is compact—only BullDog Electric Products Company, Detroit 32 


BULLDOG 


ELECTRIC PRODUCTS COMPANY 
n of 1-T-E Circuit Breoker Company 


674," wide. Its many features include famous Michigan 


F + 40 treet. New Y x 6, New 
a 
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BACKWARD 
CURVE BLOWER 


DIRECT DRIVE 
UTILITY BLOWER 


(9 “You can develop 
- New Blower Sales 


with Peerless.” 


Looking for a new market where price 
cutting is not the charm of salesman- 
ship? Then, investigate the Peerless 
Fan and Blower line for your indus- 
trial customers. There are many sales 
of air handling equipment made for 
naintenance, remodeling, and new 
buildings. Most requirements are for 
standard fans and blowers. Jobs are 
easy to figure, and Peerless Engineers 
will help you to iron out any problems 
Peerless Electric has been a famous 
name in the electrical field for over 60 
years, and Peerless wholesalers form a 
national network of outlets. Want to 
know more? Write today for catalog 
SDA-160 and proposition 





FANS BLOWERS . MOTORS 
ELECTRONIC EQUIPMENT 


PEERLESS ELECTRIC 


THE PEERLESS ELECTRIC COMPANY + 1403 W. MARKET ST. + WARREN, OHIO 





A, 
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\ec tric S 


Xa 


proved best by actual fish test 


7 
ew Aluminum Ename! t} loes it! is Specially | se x [> & 


»more than twice as easy to start 
66% easier to fish on constant pull 


& SiIO?P Re 
BETTER CORROSION WRITE FOR THIS FREE BOOKLET TODAY! USE THE COUPON. 
GREATER THREAD PROTECT Nationa! Electric Products ( 


140 Stonwix Street, Gotewoy 

SUPERIOR WORKING G Pittsburgh 22, Pennsylv« 

[} Pleose send me your 
onduits 


Please hove y 


National Electric Products 


PITTSBURGH, 
3 Plonts * 10 Worehouses « 36 Soles Offices 
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Steady profits...selling 

these drop-head dies 
for easy work, perfect 

threads...and long 


ROBERT E. FIFE 





National Distributor 
Formed By Du Mont 


CLIFTON N J In what was 
laimed to bé i ajor move to 
its tele 


: 4 vers nd other consume! 
= 4 pr ict llen B. Du Mont Labora- 
re -Head Dies orl ic ist month announced the 

for Y,"’ to 2 pipe Du Mont National Dis 


tributors, Inc The new national dis- 


: ributor will control distribution in 
Each size die head snaps markets where Du Mont is not repre 
instantly into ratchet handle. sented at present 
Dies reverse quickly for William H. Kelly, vice president 
: ind general manager commented 


lose , } _ » aogle 
close-to-wall threads, easily Our purpose is to get distribution in 
removed for regrinding. Left market where we have none. We ve 


hand dies available. it deal of thought and 


ire mnvi ed that its better to put 
OOR, a” to 1” ur OW nen in markets where we are 
TIIR, “4” to 1%” inable to get strong independent dis 


12R, 4%" to 2” tribute nd to go direct to selected 
cle in flord to ignore these 
It pays you to stock mark i ‘ ICT n the | ght of ou 
end sell these mo-rance procram for increased vol 
conduit threaders me and product diversification 
—order a) ; 1] aid it was the con 
tion to n ntain independ 
possible mar 
uld preter 
distributor 
in go direc 
get a top 
r to obtain 
ll we set up 
els. After we get 
. still inte i 
Every RIGID Pipe Tool — . “ age! 
Ty’ — n it bac n independent dis- 
individuaily TESTED , tribut , trong one comes 
before shipment. ~ ong 
Distribute 
i Delaware 
n New Jer- 
rectors will con 
who 1s president 
president: George 


ed ( Zorn, assist 


Carrier free with complete sets nt secretary and treasurer; and Wil 


Siegrist 
The Ridge Tool Company - Elyria, Ohio + U.S.A, 
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ADD TO SALES AND ; 


a | 


ROTTS |. 


SPLIT- BUS circuit breaker type 
SERVICE EQUIPMENT 














SPECIFIC DATA ON SPLIT-BUS SERVICE EQUIPMENT 


Amp. Main Menimwm 
Capacity Neo 
Cotelog No 3-Wire Branches 


Single Phose oP sP 
(® SE4DPL100-8SPL50 100 
fh SE6DPL100-10SPL50 100 
'h SE6DPL200-10SPL50 200 


a 10 9 x18 «3% 
é 9° n24°x3% 
6 9° n24 «3% 
Circuit Breckers ore ( T-M and QP, therme! magnetic, quick-moke and 
qvuick-breck. Copocities ore 10 to 50 omps. Two pole common trip plug-in 
type circuit breckers also cvailable in new units. Adjoining single pole 
bronches con be fitted with hoendle extension for double pole, individvel 
trip operation 


makers of 


busduct + panelbo 


service equipmer fe 


oad centers - Qu kiheter 
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Miller Company 
Announces Appointments 
MERIDEN. CONN LL. M. Grawe 
p } charge 
Co st month an 


new appoint 


trobe 
lectricval 


— 





Adjustable Floor Boxes 
are Fireproof 


All adjustable floor boxes are 

equipped with an insulated 14 

strand copper wire which provides 

a positive electrical bond between 

exposed flush parts and conduit 

system, conforming to Underwrit 

ers specifications 

Once installed, wire cannot come Flood Damage Result 

in contact with exposed receptacle 
Non-adjustable terminal screws inside box Of Congress Apathy 
Floor Box Insulator 
Supports 


NEW YORK. N. ¥ 


Malleable tron clamps ctf 
igh tensile strength. Four 
fit all standard 

ain or glass insulators 


Staples and 
Cable Clips - 
4 yuals staple = , 


Adjustable Other Products 


Floor Box Non-Adjustable Floor Boxes 
Adjustable Floor Boxes 
Gang Boxes . Cover Plates 
Junction Boxes Nozzles 
Pipe or Conduit Hangers 
Insulator Supports 
Cable Supports ; Fish Wire 
Staple and Cable Clips 
Write for new catalog 


Adjustable 
Gang Box Sales Representatives in all principal cities 


Pullman Manufacturing Co. 


1209-1215 JEFFERSON STREET 


LATROBE. PA. 
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OFFSET SCREW-TYPE CONNECTOR 


> 





A SSS SS SSS 555555555555 52 


This exclusive offset connector made by 


‘Jubewel 


presents a new concept in electric fitting design! 





Bending offset connectors wastes time lube-Weld fittings 


and money! Tube-Weld eliminates this 
© in the oversized 
costly, time consuming chore with this 
. ews that are 
new concept in design. Developed after 


careful study of electrical contractor © in the uniforml' 
needs this unique fitting allows tast shoulders that assur 
economical connecting and wiring in the box 


[ube-Weld’s one-piece, thin wall ste« 
, © in th 
tubing means increased inside diam« 
Its lon leneth m . which have 54 greater stripping 
S ionger ienetih means greatel 
‘ streneth and greater snapping Electric Tube Products 
-aring support and rigidity of conduit , 
Strength according to a dependent 74-16 Grond Ave., Maspeth (N.Y.C.) N.Y 


You can put your confidence in testing laboratory report Difender 5-8000 U 


CONNECT WITH FOR ECONOMY 


A Division of Bereer Machine Products, Inc. 


= 


BOX CONNECTOR COUPLING 








EXTENSION-PIECE 
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LIGHTING AT ITs ECONOMICAL BEST... 
/STEBER\ FLOODLIGHTS AND 
SEALED BEAM COMPONENTS 


CHROME PLATED 
STEBERLITES 


WITH 
FITTINGS FINISHED 


. @- IN RICH BLACK! 











JOHN H. KELLY 








/STEBER\ VAPORTITE FIXTURES 


Aluminum As Replacement 
For ‘’Spiraling’’ Copper? 


OPEN AND ENCLOSED 


/STEBER\ FLOODLIGHTS 








atts. Each 


STEBER MANUFACTURING CO. 


DEPT. 71, BROADVIEW, ILLINOIS 


Steber Manutacturing Co. 


STEBER of California Steber -Weedhouwse Ltd 
242 Se. Ander 33 Iinere trv 


Leos Angeles 33 Ca iiforma 
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55 POUND TEST 


nternationahTest ng Leborotories Inc 
v ACCURATE TAPES 
Sod 
ACCURATE Friction Tape being tested for 
break resistence. The 


reting of 55 pounds 


a 
result: o strength 


% 
T he report con mor 
profitable reading fr you 
* 
. 


ACCURATE TAPE 


Yh, 


ra 





RUBBER TAPE 


: FRICTION TAPE 
. PLASTIC TAPE 
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Trine’s newest push button type 
Closet Door Switch is perfect, 
too, for pantry, vault, booth, 
darkroom, and refrigerator 
doors, etc. Contact is mo- 
mentary — 


25340 iclosed circuit) light on when door is open — 
=25341 lopen circuit) light on when door is closed 
Tweo knurled nuts adjust switch forward or back 
Face (4° . x 1'2" W) sprayed brass finish. Box 
(2 15/16" Cx 148" Wx 1 11/16” D) zinc plated 


Write for catalog 


TRINE MANUFACTURING CORP. 
NEW YORK 61, N.Y. 


CHESTER E. COOK 


Anchor Training Program 
For Distributor Salesmen 


YORK ’ \ 
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_ DUTCH BRAND TAPE 
‘oy to perfect insulation 


DUTCH BRAND 


FRICTION 


Resists up to 2000 volts throug! 
Strong. tears Straight. tree of 
Whatever your insulation requirements, there is 


Also i\ tilable 
Inf a Dutch Brand Tape that will do the job best. 


thickness 
pin-holes, always uniform 
in a variety of widths and in pa 
ssortments that assure real convenier 


ind savings. The favorite for many years 


sticks and staysstuck . z. ’ { j 
DUTCH BRAND 


Dutch Brand 
R Oo D c 


Stock and Sell 
Dutch Brand Tapes 
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Aluminum Insulator 
May Cut Into Copper 


NEW YORK, N. Y Reynolds 
4 Mi ( he nation’s second largest 
minum prod has announced a 


me THIS GREAT 
MODEL 1986 = PORCELAIN PRODUCTS’ 
WIREHOLDER 


AND 
—> THESE SECONDARY SERVICE 
MATERIALS 


ae 8 Rss 


G 


Se £ 1 


¥ (>> 
- 





lhey'r 
reitat 


eration 





npression 


tion wir 


ron the market 


secondary service ma- 
me high standards of 
lity are also available for 


nstailiation 
jepend on the ame Porcelain 
Products—the byword for “Quality” for more 


than 60 years 


BICCEST JUNCTION BOX?—T? 


Now packaged in a handy carry 
ing carton with real handles 


ELEcCTRI« PORCELAIN SINCE 1894 


FINDLAY, OHIO 
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EDWARDS HELPS YOU 


cash in 6 ways 


ON $50 MILLION 
HOME MARKET! 


EDWARDS HOME FIRE ALARM 








EDWARDS 
DOOR CHIMES 


ALL-IN-ONE ASSORTMENT 


Epwarps 
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North State Moves 
To New Quarters 


SAN FRANCISCO, CALIF- 
North State Electric Supply 


by John 

both for 
Supp 

ire som 


Ele 


Square D President 


Announces Appointments 


DETROIT, MICH President | 
W. M I f th juare I »., A 


This Happy Ape 


knows nothing about Tape! 


Ten Manufacturers 
nkey business in Join NEMA 
Whites wee NEW YORK. N. ¥ 
Chase Tapes NI. 


Write for catalog. 


apt oA Acme Bat 
CHASE TAPES SSE dianade, Siicohee eel 
Jersey 


Friction —Plastic — Rubber —Neoprene 


-! 


GUARANTEED FOOTAGE IN EVERY ROLL 
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The raw materials and every operation in makin 
are as perfect and precise as if our business depended or 
A quarter century of quality control has made C 
specialized field. So you can ‘‘Count on Cond 

assembly, for absolutely tight, weather and corrosior 


connections, for smooth, work-speeding 1 




















CONDUIT PIPE PRODUCTS CO., , OnIO 


PIPE COUPLINGS + PIPE NIPPLES + ELBOWS, RIGID & E.M.T. 
RUNNING THREAD ° GOOSENECKS ° WALL PLATES 


i 
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(sco CONNECTORS 


MAKE YOUR PRODUCT 
PERFORM BETTER 


6 SIZES xT 6 SIZES 


* 500 MCM #14 


All these... and more... for 
Valley Electric 


YOUR BEST CONNECTIONS | Opens Redding Branch 


R NT CALI 
U/L AND CSA TESTED HI-RUGGED STRENGTH 
PURE COPPER RE-USABLE 
100°. CONDUCTIVITY ALL WIRE SIZES 


COOLER OPERATION ECONOMICAL 


WRITE FOR 


80-PAGE CATALOG Burndy Reorganizes 


* Sales Departments 


ILSCO CORPORATION 


5746 Mariemont Ave 
CINCINNATI! 27, OHIO 


‘Oo ='7 SIZES 
TERMINAL BLOCKS 
FUSE CLIPS 


= 


100 & 200 AMPS MANY SIZES AND TYPES 


SiU 1) SIZES MU 3 SIZES 
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INTERCHANGEABLE 
PUSH-BUTTON 
CONTROLS 





@ 
e 


\@ 
*) 
<a 

a 








“ STANDARD DUTY 
HEAVY DUTY 


Olt TIGHT 


MEET CUSTOMER-DEMAND 
FOR COMPACTNESS e ADAPTABILITY e PERFORMANCE 


Arrow-Hart push button « r nits or completely interchang OIL TIGHT HEAVY DUTY LINE 
able, so your cust rs can assemble any comt tior * butt the equipment w 


switches ond ¢ 


slifies installat 


STANDARD DUTY LINE 
conditions up to 600 + 
ncinieiiaat tannins 
HEAVY DUTY LINE 


must be hoendled wit 


ve 





NDUSTRIAL CONTROL Div ON 


103 HAWTHORN ST. HARTFORD 6, CONN 103 HAWTHORN STREET, HARTFORD 6 


OFFICES, SALES ENGINEERS AND WAREHOUSES IN 
ATLANTA DALLAS MINNEAPOLIS HAVANA UBA 
BOSTON DETROIT NEW YORK . . ° orem; NAME 
CHICAGO HOUSTON PHILADELPHIA @) i O, CANADA 

NCINNAT! LOS ANGELES ST. LC ° ° POSITION 


4 


CLEVELAND MILWAUKEE SAN FRANCISCO LONDON, ENGLANE - | COMPANY 
0 - MOTOR CONTROLS + WIRING DEVICES CO. ADDRESS 
uabity ENCLOSED SWITCHES + APPLIANCE SWITCHES , ciry 
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Please send my copy of “A-H Interchongeable Push Buttor 





‘ : _ : — General Cable To Build 
Oferta. Vlannfue teveri C red Duvead, Inu Florida Plant 


| WEST WACKER ORIVE « @H A . E AN en a TAMPA Fl \ 


new vYor« we ( 


letter to the Electrical Industry 


EE] 1956 Coordinated 
Promotions Announced 


NEW YORK N. ¥ 
rd P r 





ELECTRICAL MANUFACTURERS’ 
CREDIT BUREAU, INC. 


205 West Wacker Drive 
a a Chicago 6, Illinois 


i 


E. BITZER 


' 
' 
; 
‘ 
: 


Publishers of UNITED STATE REDIT E BOOK & DIRECTORY OF 
ELECTRICAL WHOLESALERS—Specio! Credit Reports & Bulletins for the Electrico 


Industry 
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New Exclusive 
“GUIDE LINE” helps you 
/ sell more savings with 
Republic “Inch-Marked” EMT 





The ‘'Guide Line’’ that eliminates 


Here's co new Rep 


“wows.’’ Now on all popular sizes 
bender. Arrows Pp " > t 
steht the, Gah d of Republic “Inch-Marked” EMT. 


h-Marked 
Electr 
make smooth, « 
Sell 


nders m 


It’s new. It’s excl 
for easier bending 


you sale s new 


tomers hay p 


Now, moretl 
Marked” I 
“Inch-Marki 
contractors mort 
you up with sal 


rchandise 


Push Guide Line 
al out it, too Writ 


ask your Rey ubli 


REPUBLIC 


Steel and Tubes Division « 215 East 131st Street, Cleveland, Ohio 


The new Guide Line eliminates “wows”. Wows occur wher 


is smooth, but out of line. With the new Guide Line —now c por // = 
, 07h 
or sizes of Repub f srked” E.M be - 

planned ond made o P 


that will sell more E 


October, 1955—ELECTRICAL WHOLESALING 





Farm Income Slide Slowing Down 


@ The outlook for this year is a slide of 5 per cent; income 


was off 10 per cent in 1954. 


@ Surpluses of some commodities still being produced. 


Congress criticizes certain dairy supports. 


vn the farm 
p 


e Slightly Higher 


the ugh SOME 


NEW YORK. N. ¥—A lot p 


And it looks as 


the end of 
rhed a total drop of 
net income since 195! 

only a moderat 


on the order 


See Pages , thie vent 
135, 136 and 137. I continues 


> 


products 18 increas 


put of milk per cow 


harged t p 
sed trickle charger. Y f st 
om quality and 


Big Be endot 
GUD FLL 2 


PORTABLE ELECTRIC HAND LAMPS 


der 


Model 166 . 


This sealed beam mode! is one 
f mony types of Big Beam 
f table electric hand mps 
used in thousands of plonts 
ond werehouses throughou! 
unirysLeorn=more cbovt the 
nplete Big Beam line 
Write for Literature Today 


U-C LITE MANUFACTURING CO. 


1026 West HMubberd St., Chicago 22, IIlinois 
» Canoda: Bernerd Morks C Ltd 
ELECTRICAL WHOLESALING—October, 


‘se 


the 


1955 





AMPROBE 
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Silex In Merger 
HARTFORD, CONN The stock 
holders of the Silex Co. and the 
tockholders of the Enterprise Manu 
facturing Co., Philadelphia, Pa., voted 
BRASS SOCKETS CARTRIDGE FUSES ast month to approve the merger 
greement under which Enterprise will 


More New Products In EAGLE'S be meng nto Silex. The letter rw 
FALL HARVEST OF NEW ITEMS laine sortable caiiieesit: ‘eilaadiies 


ers, blenders 


le Ee 
GROUNDING CAPS eect ent noitthoid appliances. 


Reap a harvest of profits with these new caps that 
are in demand and being used everywhere today 


Ruggieri, Lloyd Officers 
Of New Southern Firm 
BIRMINGHAM, ALA Dixie 


/ Electrical Manuf cturing Co s the 


late acd « growing 
PS etstel Sedine ’ 

GROUND CA ndustrial business. The new company 

PARALLEL will manufacture at its Birmingham 


of bp 




















, > ole line hardware 
oe TF) stree ig ing brackets mast arms 
€ rT \\\ electrical switch and outlet boxes 
niin UT - —S Completion of the company’s main 
tory building is near at hand and 
production of certain items will 

ibout Novembe Sth of this 


Officers of tl new company 


uggier president, Clarenc 

No 847 ' . rr lor } roe ‘ 

No. 867 BAKELITE ove V reside n charge o 
ARMORED 


8 
TANDEM GROUND CAPS 


REPRINTS AVAILABLE 





The Basic Dimensions 
of Your Industry 





{t report on the meas 
electrical whole 


nationally egion 


No. 846 
BAKELITE 


shaped ground 

Volt portable 
cordance with new 
rwriters’ Laboratories 
’ Eagle fills the bill 
anectors receptacles 
for top notch rugged 


; Amp Why Some Sales Meetings 
Fall Flat 


A supply sales manager who 





yiains ist wi t happens 


ee the new Eagle Fall Harvest at this show 5 
NATIONAL ELECTRICAL EXPOSITION Selling Lighting In Pittsburgh 


{ 
Waldort-Astoria, New York City H 
Oct. 31-Nov. 2 
Booth 203, Jade Room t: 25¢ each 


s? J each 


Adequate Wiring’s Challenge 
SOLD THROUGH => ; se \ 16-page s aa 
WHOLESALERS t: 1-10: 30¢ each: over 10: 25¢ each 


ONLY The Signaling Equipment Market: 
EAGLE ELECTRIC MANUFACTURING CO., INC. It's Bigger Than You Think 


LONG ISLAND CITY | * NEW YORK \ 


“Perfection ts not an bceident 
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SYLVANIA 
SoOFTLIGHT 
BuLses 


add up to more 


a 


indirect 


profit-per-dollar ighing 


sales! 


SYLVANIA SOFTLIGHT 
offers greater full-profit volume! 


Foe 
| 
| REGULAR 
LIGHT 
| ae 


| | ae 





SYLVANIA SOFTLIGHT 
offers greater profit per Sq. Ft. 


LVANIA 


... fastest growing name in sight 


IGH TING . RADIO . EL ecTROWNWICS 
TELEVIistown . ATO™MiIic 8neaegRcacy 
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Gross National Product 


ELECTRICALLY SAFE peueatiniead 
ty se Dee ne — _ WASHINGTON. D. rhe 


nal product statis 


Ah Sf; LES | 


SAFETY ELECTRIC OUTLETS ‘[NSTALLED IN... 


*« oe 
The built-in extra safety of NO-SHOK Outlets Some e Safety 

p . : Cleveland, Ohio 
gives your homes an extra selling point! Patented 

safety cap automatically prevents insertion of * “Research House, 1954” 
hairpins, wires, or other metal objects pro- et are Architec- 
tects children against tragic accidents. Install eS 


NO-SHOK — a ‘must’ for every safety-conscious * House & Garden 
home buyer “Fourth House of Ideas” 


- SELF-CLOSING OUTLET 
positively prevents SHOCKS 
BURNS ... SHORT CIRCUITS 





MAKE QUARTER- : . I . 

RIGHT, PUSH IN to > e Less Than A Billion 
ntoct with current Cap . i 9 - 
tically naps shut when 


ed 


SPECIFY 
THE BELL 


ST fa METAL WALLPLATES | t= 


e Increased On New Basis 


Americas handsomest selection — un 
matched for styling and quality! BELL 
De Luxe Metal Wall Plates beautify new 
homes modernize older homes 

harmonize with every interior. Durably 
made of top-quality materials in a full line 
of styles and sizes to fit every need 


6 EXCITING NEW FINISHES! 


De Luxe Lifetime CHROME 

Brown or lvory PAINTED CRACKLE 
New ANTIQUE FINISHES— 
GOLD, SILVER, COPPER and ; ;' spencing On servi 
BLACK WROUGHT IRON ‘ l ted by $1.8 billion 1 
STAINLESS STEEL ron On in the Grst quar 
SATIN BRASS 

CHROME on BRASS 

Other Popular Finishes Available 


i expend 


»< 


e Decline Overstated 


On every installation, specify BELL De Luxe 
Metal Wall Piates for maximum quality 
and appearance! 


BELL ELECTRIC COMPANY 


1844 West 21st Street © Chicago 8, Illinois 
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The 
Bor 


ot once — no extro ports 
to handle or drop. 


NEW ONE-PIECE BOX SUPPORT BY BLACKHAWK 


dels on Sight 


in seconds 








, Tobs ore simply bent ; 
Blockhowk One-Piece Both honds ore free to in 
Support is inserted ali! the Oh i Se je, and stoll the box. The Bilect- 

ae ne x Support howk One-Piece Box Support 
is reody to receive the fakes core of itself 
switch box 


lmmediate delivery ... to electrical wholesalers only 





(Bledtienk” Specify B-l when you buy! 
2 Jagustries ~— BLACKHAWK INDUSTRIES ovsvaue, own 


4 


October 
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Tebs ore bent to the inside 
of the box, holding it 
tight The large, single 
support surfece§ prevents 
wobbling ond sowing, 








KEYSTONE WIREWAYS ond Auxiliary 
Fittings hove all the time-soving, 
money-soving feotures your cus- 
tomers want. They're quickly, easily 
installed, readily adaptable to any 
power distribution system. Available, 
too, in both flanged and flangeless 
styles and a wide range of sizes 
from 2\2" x 2" x 
ft ough 8” x 8” x 5 feet long. 


and lengths 


KEYSTONE SWITCH BOXES ond Outlet 
Boxes ore loaded with extra quality 
features! BX or Romex clamps are 
already assembled with nested fit 
for easy pulling of wires. Knockouts 
ond pri-outs come out double quick 
And tapped holes ore extruded to 
provide extra thickness, eliminate 
stripping of threads. Even mounting 
brackets make installation easier. 


—_— 
lt pays 


\\\— te figuire on 
\S _ Keystone 








* You'll sell more, make more with the 


ryir le > 
related 


more, 





KEYSTONE CUTOUT BOXES and Pull 
Boxes are furnished in Type “A” 
with hinged cover, Type “SC” with, 
screw cover. Both feature a formed 
construction strongly fabricated and 
securely welded . . . with adequate, 
easily removable knockouts. And 
both types are available in a com- 
plete range of sizes . . . stocked for 
prompt delivery to meet your needs. 


the Complete Line of Wiring Installation Equipment 


Sold Only through recognized Electrical Distributors 





CALENDAR OF EVENTS 





Eastern Electrical Wholesalers Assn., 


Inc. 


National Safety Congress 


Boston Conference on Distribution 


(, 


National Electrical Contractors Assn. 


National Electrical Manufacturers 
Assn. 


Southeastern Electrical Wholesalers 
Assn. 
1) 


Rochester's Electrical Exposition 
" ‘ f R 


NATIONAITI 
ELECTRICAI 


ASSOCIATION OF 
DISTRIBU TORS 
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PEOPLE IN THE 





Patrick ft MicCaughey 


Paul F. Stiller 


R. C. LiBeau 


\ 


A. McGruther _ ’ 
‘ , FP *¥ 


W 


Ld. coor ae §=6canother first from BRONGD 


Bronco does it again Bronco gives you another first ! 


S le _ 
Robert Schlessinger standard stock portal le 


NEOPRENE jackets! 
‘ { { 


Svd Gordon t uth , to make cables with 1 
} | g 


. Schade 


to BRAND“ 


interval 


rO-RELAI 





Eildon W. Miller 
f A 
Most of these firsts have never been duplicated 


are to this day EXCLUSIVE FEATURES of BRON( O produ ts! 
NOW, BRONCO MAKES HISTORY AGAIN WITH BRONCO 66 ec 


The all new Bron Sin @oca 1 port 
und cords are protected 
I 


tite ¥ PATTI ETT 
NEOPREN 


H 


James ( Forman 


Richard (Dick) Koaight 


) 
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Owen R. Huggins 


by a registered 
professional engineer ; 
to contain ane Aiepirens = Harry P. Sn 
not less than e--: ft 
67.32% new Neoprene / = . 


vder 


yg 
PO " I. C. Spriggs 
a PES», 


N.Y 


R. D. Golly 
R ( 


OBITUARIES 





Ainslie A. Gray 


\ \ 


.. far in the lead in TOUGHNESS! 


Never before—not even by Bronco—has so much Neo 
Alex Resnick 


prene been successfully put into a portable cable jacket 
You get more for your money~more Neoprene —more 
protection. Now, all the things that Neoprene has always 
done so well are done even better by Bronco 66 Certified 


Bronco 66 Certified is a safer 
cable —a product of greater value 
» you. Because it Contains more 
Neoprene — more than any other 
rd or cable on the market —it 
rives greater protection against 


four 


: with knock-out top—for 

another href tor AWAY convenient enaetind: 
manufactured by Keeps store room neat. 

Notice king-size label for NEW 
cross-the-room reading. 


ASSOCIATION NEWS 





ORLEAN 
OS ANGELES 58, CALIFORNIA ASSOX ‘ 


increased flexibility, too! 
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makes it 
possible to put 
67.32% Neoprene 


into... 


SALES REPRESENTA 








Rodale Manufacturing Co., Inc., 


\ \ 


Automatic Switch 
7} 


“vy <q 
eam 


far in the lead in 


You can actually see a new texture—a new look of quality 
reflected in the smooth, tough hide of Synchro-Cured Bronco 
66 Certified. Black and rich, the Certified jacket gleams with 
quiet strength, ready flexibility. Tests have proved that Bronco 
66 Certified is 20.33% more flexible than the average of all 
competitive cords tested, including widely-advertised brands. 


Acme 


Wicliecatiomslotiniiia 
BIG CABLES, TOO 


“which results from the new 
Synchro-Cure process in 
creases the value of Bronco 
66 Certified to you 
66 Certified flexibility 
lessens worker fatigue 


BRANDED* 


Stays put; doesn’t snake its 
way under the business end 
of cutting tools 


Lies flat; eliminates 


h to t i iooe® 
The Arro Expansion Bolt Co., \! mond to wants | +4 “| 
, manufactured by 
Q al H : = nS - 


BRONCO 66 CERTIFIED ix 


( 


LOS ANGELES 58, CALIFORNIA 


now available internationall 
( ‘ through Electrical Wholesale 


Distributors ; 
Garden City Plating & Mig. Co., ¢ WRITE FOR NEW FREE CATALOx Another first from BRONCO! 


i 
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U-20 Hykon Manufacturing Co.. 
BLACK-GREY Ohio. has appointed Im 
Synthetic Bap ecg te 
Covered Conduit 


Pittsburgh Standard Conduit 
) BR 


U-10E me lai ihten a 
Extra Flexible B Matth 
Conduit 


U-100FC 
TWIST-LOC 
Conduit 


st 6 UNIVERSAL 
Pa tara lime 


2107 South Kedzie Avenue, Chicago 23, Iilinois 


perforated 
AINF TeV Tame) mf MINERALLAC 2-HOLE 


cles eee | PIPE STRAPS 


in [ %,~ ont-oo FF. cow. wo. 0c 188 
the PAINE line | & 34-20 PERFORATED HANGER . 
Te For Heavier Loads! 


of Hanging 


and Fastening 
Devices: a PAINE 


Fre © tence 








Saves you time, 
inventory and 
freight costs 


d job-right \ , ep 
enlace ie Be “te self-dispensing 


design make 


satisfied users. carton 


en NO NEED TO “RUN OUTX ON THE JOB 


ful cartons, Now you can have quality Paine Perforated 
clearly labelled. Hanger Iron in 100 ft. coils — Marked every six 
inches for easy measuring — Packaged in dur- 


able corrugated carton which is self-dispensing. Send for literature ond prices 
Specify MINERALLAC Staars. susnimos 


stimulated with 
attention-getting Send for Complete Catalog eae Meee oa "cs: one 
pads like, this > THE BEST CRAFTSMEN ALWAYS TAKE pAINE’s MINERA L L AC 

THE PAINE COMPANY, 3 Westgate Road, Addison, IHinois Ce ee 
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NEW LITERATURE 





Wiring Devices 


Conforms to the standards 
of the Electrical Service 
Connector Institute 


DOS: 
SPI 
CONN 


Fabricated from high str: 
verage steels), the Dosson 
uniform quality. Maximum 
assured by a high tran 
torque. Full length pressur 
edges prevent load co 
of conductor. Buil 
vibration. Highly 
resistant 


VW iring—™\ 


Mail coupon for FREE 
Dosson ‘‘F’’ Connector 


— 


Lighting 


— 
_— — 
— - 
o 
ae 


oe 
CORP 
ERT MFG : 
poop ow St., Brookly™ 22, 


n. Y 


Gentlemen Dosson 
ree samp!© 
Please rush free 
le 


sheet 


Joints ——< 


249 Huror 


EX . 
7 DOSSERT 4 1 
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SMITH-GATES ELECTRIC 


LINE-O-HEAT 


NOW GUARANTEED 


FOR 2 YEARS! 


It’s the best heating cable to 
keep water pipes from freezing 


ine-O-Heat can take a beating 
snd keep on heating—so dep nd 
abl t carries a 2-year guarant 


vents damaging ftreeze-up of 


pumps, valves Backed By 
gutters, eaves, efc 

y and us¢ fire 

ock proof aterproof 

eeded, secure with 

stalled it will keep water 

below. It's the heat 

| with contidenc as well a 

sdard leneths trom 3 t 


nger neths for 24 


for FREE Catalog Listing 
35 Electricai Aids 


SMITH-GATES corp. 


DEPT. J77, PLAINVILLE, CONN. 


National Advertising 
FREE Dealer Aids 





ae 
Consatio”? NEW: = 360 
REVOLVING LIGHT 


—— 


per? ——— 
BAC ee 
eres 








'TRIPPE 


HI-POWERED ATTENTION GETTER FOR: 
MOTELS 
RESTAURANTS 
DRIVE-IN THEATERS 
TAVERNS 


GOLF RANGES 
FACTORIES 
DOCKS 
CAR LOTS 
and a host of others 

n appearance, built to last, sells on sight 


WIRE or WRITE Today for Catalog and Distributor Costs 


TRIPPE MANUFACTURING CO. 
218-X N. Jefferson Street, Chicago, Illinois 








Residential Fixtures 


Switches 


CLAMP... LOCK 


YOUR CONNECTIONS 


This 
SWIVEL U-BOLT 
CONNECTOR 


is designed to do just that... 


REQUIREMENTS 


© Ample 


for YOUR Next Job 


A res a°a Pr 


TE FOR CATALOG 


KRUEGER & HUDEPOHL, INC. 


THIRD & VINE STS 


WRI 
CINCINNATI 2 onto 
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Fasteners 


4 


Thi {V-pag 


fie " ' r , 
offers an extended range 


ners including mact 
& Bt 


ipping Ss 


ind stove 


SALES AIDS 





Ihe 


\l 
‘i 


| PRIMARY BUS SUPPORTS | 


| 2215 De 


October 


Black & Decker Mfg. Co., | 


Ma Two 


Signal Electric div.. K Ss 


Mict \ 


he S ' 


POWERCRAFT | 


STOCKS FOR IMMEDIATE 
SHIPMENT 


PowERCRAFI | 
CORPORATION | 


Kalb St 


St. Lowis 4, Mo 
Since 1932 





Phone 
Prospect 6-4532 | 


4 
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_ClydeWLin 


TIME | 

and | 
TROUBLE 
SAVERS 
are 
PROFIT MAKERS 
for Wholesalers 


Write for catalog of 


DLL, 


Tools and Construction Materials 


CONSTRUCT/ON 
MATER/ALS 


Complete Line of 


Profitable 
Products 


for your 
. ee 


Customers 


=e , 
ne efiffy i Mean Profits 


SAVES TIME-- TROUBLE AND MONET 


For You 


2323 WEST 18th STREET 
CHICAGO 8 


JACKSON YARDLIGHTS 


PORCELAIN ENAMELED 


@ Jackson Yardlights are impervious to 
wind ond weather and truly last a life 
time. Made of one-piece heovy gouge steel 

finished 
Enamel. Completely wired and assembled. Listed by U. L 
Approved for R. E. A. installations. 


SOLD ONLY THRU WHOLESALERS 


in three coats of Vitreous Porcelain 


QUALITY [~~ 
BROODER 








e $2.70 


JACKSON ELECTRICAL COMPANY 


yA BUREN TReer - 





the customer gets 


werveemmmm QUALITY BUILT! 


0 Anadapter sicker ROU CO 
nlav to the model FH 
ae FLEXIBLE! 


Manut 


» Easily Installed 
"Saves Time and Money! 


Minnesota Mining & Mfg. 


4-50 


Miarkel Electric Products, Inc., But 
A | ; 7 : e 


WIREWAY 
CUT OUT BOXES 
CABINETS 


QUALITY-BUILT 


ECONOMICAL 


FLEXIBILITY 


FOR OTHER WALL 
BRACKETS 


or CSA. LABELS 





: 
a me 


1335 Willoughby Avenue, Brooklyn 37, N.Y ° ELBOWS Large Radi 
Standard Radius, EN 
CONSUL, PIPE NIPPLES 
“) COUPLINGS 
hilben RUNNING THREAD PIPE 
Re Lighting WALL PLATES * GOOSENECKS 


pie Somes. fell) Me bel late Same Ad 
Write Today for Catalogs and Prices 
amen a A 
APPLE | pence, im tii lites 


oe a 





ELECTRICAL WHOLESALING—October, 1955 








“oc ((JNIVERSAL 
‘volt! PIPE THREAD 
BUSHINGS 


NEW PRODUCTS YOU 





Racks 


Ihe’ Frick-Gallagher 
Wellston, Ohio 


Sk 








rs ub al |r Mand Truck 


QUIET SWITCHES Valley Craft Products, Inc., Lake 
City, Minn. 





3401 Bokelite ~ 
A.C. Only ~ Silver Con 
tects. Quiet Operation 
Without Mercy 
Other Flu 
Roted 
formonce 


e Operotes 
position for 
condescent 
ond 
nductive 
Bock of 5 
trip gage 
f ontre 
cent Lomp 





Tokes ony wire site uv 
1S AMPS. . 
277 only 


Ne. 3421 20 AMP 
SWITCH. Identified 
Red Moulded Cov 
proved for cont 
Fivorescent L 

as 

ond less 

ter leeds 

Volts ot 80%, of 








rent reting of ¢ 
switch. 20 AMPS 


aoe Mi THE 
(F : 135, 136 and 137 UNIVERSAL 


eet. MK I CLAY PRODUCTS CO. 
CIRCLE F MFG CO. 1549 EAST FIRST ST. 


TRENTON 4, NEW JERSEY Nd] SANDUSKY, OHIO 


October, 1955—ELECTRICAL WHOLESALING 





NO VISIBLE TRIM 
in kurt versen’s 


"i 


This newest fixture will sell! 
its features will please customers 
and increase your sales. 


imatic 
maximum ef 
@ baffled dow 
beam models ava 
applications 
@ top or bottom a¢ 
standard on all 1 
ease of replacing 
@ all electr 
cuts installation costs n ha 
because of kurt versen cost-red 
detachable yoke construct 
> 


and no-frame nstallat 


kurt versen fixtures look better, 
work better, last longer. 
Write for master catalog. 


urt versen company 
englewood, new jersey 
contemporary lighting 
creat ely engineered 


*U S. Petent 2.454.9C@. 2.614.785, other pets. pend 





ine 
loads vertically 


Storage System 
Standard Pressed Steel Co., Jenkin- 
town, Pa. 


File Card Units 
Remington Rand div., Sperry Rand 

Corp., New York 10, N. Y. 

( oss-fil nits ] 


SPECIALISTS 
FLUX FOR SODERING 
BRAZING @ WELDING 


L. B. ALLEN CO., Inc. 
6701 BRYN MAWR AYE 
CHICAGO 31, ILL. 





STRINGER 


For 
Complete 
Catalog 
Sold thru 
Wholesalers 


UTILITIES SAFETY 
SUPPLY CO., INC 


3112 tadlana Ave 
Kansas City. ™ 











‘Sell a “package” 


for more 
Profit! 


Janu 


Signal and Alarm Systems 


come” 





The RECOR A COMPANY 
FOR 
MODERN 
QUALITY 
FITTINGS 
Specify 











AAtiantic (onouit J ittines 


COMPANY 


BOSTON MASSACHUSET 
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cLassiFieD SELLING OPPORTUNITIES avvertisinc 


AGENTS WANTED LINES WANTED 


UNDISPLAYED 











RAY-O-VAC COMPANY 


REPRESENTATION AVAILABLE 


| Sales and service agency with long | 
| established following in building 

| field expanding our services to vol 

| ume builders 

| Interested in representing manufac 
turers of electrical construction | 
materials and equipment for the 
residential market. St. Louis 


RA 7928 Electrical Wholesaling 


| 520 N. Michigan Ave., Chicago 11, III 


| 
| 
| 





MANUFACTURER'S REPRESENTATIVE 
KITCHEN VENTILATING FANS 


ma ) u k 





FOR RATES 

OR INFORMATION 
About | 
Classified Advertising | 


Contact The McGraw-Hil/ RW-7556 Electrical Wholesaling 


. | 520 No. Michigan Ave. Chica: i 
Office Nearest you. ee sedan 


SELLING OPPORTUNITI 


‘A 





MANUFACTURERS! 


You wil 
Representative 

| will state in 
ritories are avatiable 


rf sults from 
elecuet ciainie 


your copy what territory 





October, 1955—ELECTRICAL WHOLESALING 


PCSITIONS WANTED 


BUSINESS OPPORTUNITIES 


DISPLAYED 





LIGHTING SALES—ENGINEER 


R 
Wo Dd 





MFR’S REPRESENTATIVES 
WANTED 


For a popular line of 
CONDUIT FITTINGS 
New Englar } Mich : W ¢ 
Pennsylvania, FI 
West 
RW -7348 Ele« 
330 W. 42 St 


Virginia, Virgir & Iilin 
trical Wholesaling 


New York 36, N. Y 


Wanted 
Manufacturers Representativ« 


Oh: 103 mm @) 41.1 1.0) 1: 
O44, Beale. Sole e cislee ser Vis) 
rf = ... chi Tronucadly 


COMMERCIAL INDUSTRIAL 
RESIDENTIAL & SPECIAL 


Write tor Cototeg 
ROBOT APPLIANCES. INC 
65 PROSPECT « OEABROEN mice 





NEW PRODUCTS 10 
SAVE INSTALLATION 
TIME & COSTS by... 


Contractors Told Us What They 
Needed . . . We Designed these 
boxes... Now They're In Our 
Standard Line Doing A Terrific Job! 





BEVEL CORNER 
SWITCH BOX 


24, '‘Deep, 
Non-Gangable 


Nail-on type with 


No. 160-NG 


ee 


(7 


© 





ae ==. 


BG 


BACK Vitw 





Cot. Wo. ABI SNSL 


Arrolet 
yalvonized finish 
than ULL 


products have hot-dipped 
many times heavier 


& Federal specifications 


ive an 


nstallatior 


you | 
problem not covered by our stand 


ard line, our engineers will design 


, . 
special units t your spec fications 


Write for Our New Catalog 


C (rro let 


ek 2 eek 2 Beeen, | 


MONTGOMERY 
PENNA 


Soles Representatives & *Warehouse Stocks 
BALTIMORE, MD. * CHARLOTTE, WC * *CHICAGO 
TLL. * *CINCINNAT OHIO + DENVER O10. 
"LOS ANGELES, CALIF. * “MIAMI! FLA * NEW 
ORLEANS, LA. * HEW YORK, WY. * NEWTON CENTRE 
MASS. * “PHILADELPHIA, PA. * ROCHESTER, WY 





— 





ADVERTISER'S INDEX 


Abolite Lighting Div., Jones 
Metal Products Co. 
Accurate Mfg. Co 
Adam Electric Co., Frank 
All-Steel Equipment Ine. 
Alle n Co., Ine. L. B. 
Amplex Corp. 
Anaconda Ww ire & ( able 
Appleton Electric Co 
Arrolet Cor P. 
Arrow Fastener 
Arrow-Hart & 
The 


Conduit 


Co. 


Co., Ine. 
Hegeman Electric 
{ a. 


Atlantic Fittings Co. 


tell Electric Co. 

Blackburn Corp., Jasper 

Blackhawk Industries 

triegel Method Tool Co 89 
tullDog Electric Prod. Co. 109 
Burndy Engineering Co. 11 


Bussmann Mig. Co. Fourth Cover 


~ 


tallast Mfgrs. 
(hase & Sons, Ine 

Circle I Mfg. Lo. 

Clark Controller Co., The 
‘ 

{ 


Certified 


Noe te 
wownv 


columbia Cable & Electric Corp. 
onduit Nipple Mig Co., Div. of 
Pittsburgh Nipple Works, 
onduit Pipe 
oxhead Corp., Ralph C. 
rescent Ins. Wire & Cable Co 
Hinds Co. 
utler-Hammer, Ine. 


7 N 


— 


Products Co. 


New 


~~ 
wNei 


rouse 


Mig 


~ 
— 


Dossert ( orp. 


Electric Mig. Co.. Ine. 
Fuse & Mig. Co. 
Edwards Co., Ine. 

bleetric lube Products 


Klectrical Fittings Corp. 
Eleetrical Mfrs. Credit 


bkagl 
agile 


I economy 


Bureau 


Mig. Co 
Electric Co 


Fullman 


I urnas 


redney Electric Co. 
veneral Cable 
veneral Electric Co 


Corp. 


Lamp Div. 
Specialty Lamp Div. 
frumbull Components Dept. 
Device Dept. 

Pool to 

Edwin Ff 


Wiring 
CLreenles 


(,uth Co., The 


Hazard Ins W ire W orks 
Hubbell, Harvey Ine 
Huenefeld Co., The 


Industries Inc 
Corp 


Jackson Electrical Co. 
Metal Prod. Co... The 


Kevstone Mig. Co. 
Killark Elee. Mig. Co. 
Krue ger A Hudepohl, Ine 


Leviton Mfg. Co. 
Lint. Clyde W 


— 


MeGill Mig. Co., Ine 
MePhilben Mig. Co. 
Midwest Electric Mig. 
Miller to. The 
Minerallae Electric Co 


mh 


iS wh 


ww 
os 


Mitchell Mig. Co 
Moe Light. Line 


Murray Mfg. Corp. 


National Electric Products» 
National Lighting Bureau 


Okonite Co The 


Paine Co., The 

Pass & Seymour, Ine 

Peerless Electric Co The 
Pittsburgh Standard Conduit Co 
Plymouth Rubber Co. 

Inc. Chird Cove 
Porcelain Products, Ine. 
Powercraft Corp. 

Pryne & Co., Ine. 
Pyle-National Co., The 


Pyramid Instrument Corp 


Recora Co., The 
Republic Steel Corp. 
Revere Electric Mig ( 
Ridge Tool Co., The 
Roller-Smith 
Rome Cable Corp. 
Roval Electric Co.. Ine 


— i 


Corp 


— Ute Oh 
etn 


Sangamo Electric Co 
Smith-Gates Corp 
Sorgel I lectric Co 
Square D Co. 

Steber Mfg. Co. 
Steel & Tubes Div 


Svivania Electric Products. Ine. 


Thomas & Betts Co.. The 
Irade-Wind Motorfans, In« 
Triangle Conduit & 

Cable Co.. Ine. 
Mig. { orp 

Miz. Co 


lrippe 


( Lite Mfg. Co 

Insulating Co 

nited States Rubber Co 
niversal Clay Prod. Co., The 
niversal Metal Hose Co. 
Safety Supply Co., Ine. 


Van Cleef Bros... Div. of 
Johns-Manville 
Co.. Kurt 


Verse n 


Weaver Co J 4 
Western Ins. Wire Co. 


SMe s 


-mWw Why = 
~ 


“wel 


Sheet & Tubs 


Youngstown 


lo I he 
+ 
SELLING 


OPPORTUNITY SE¢ 
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Tell your Contractor Friends how 


Mr. Moore turned Fusetron Fuses 


into Profits and Customer Goodwill 


Contractors 
quently ire n the lookout tor ideas that w elp nd isnt goodwill of our customers just about the 
them hold the goodw f their customers nost important thing there 1s in selling’ It surely 1 
The message ongside tells ho ix T. Moore f ould like more stories on how Fusetron fuses 
ot the nadustr ectru ervice, irne\, ebraska can serve tne ser ask the BUSS Fuseman in your 
- , r 


if Ca 


BUSS FUSES of FOR INSTALLATION THROUGHOUT THE ENTIRE ELECTRICAL SYSTEM 


USETRON@FUSES 





